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* The tuner and CD sections have no adjustments. 


AUDIO POWER SPECIFICATIONS (US MODEL) 

POWER OUTPUT AND TOTAL HARMONIC DISTORTION 
23.2 watts per channel minimum continuous average power into 
4 ohms, 4 channels driven from 20 Hz to 20 kHz with no more 
than 5% total hai'monic distortion. 

SPECIFICATIONS 


Model Name Using Similar Mechanism 

CDX-R3300/R3300T 

CD Drive Mechanism Type 

MG-611MA-186//Q 

Optical Pick-up Name 

KSS1000E 


Tuner section 

FM 

US, Canadian Model: 
87.5- 107.9 MHz 
AEP, UK Model: 

87.5 - 108 MHz 
External antenna connector 
10.7 MHz/450 kHz 
9dBf 

75 dB at 400 kHz 
67 dB (stereo), 

69 dB (mono) 


Harmonic distortion at 1 kHz 

0.5% (stereo), 

0.3% (mono) 

Separation 

35 dB at 1 kHz 

Frequency response 

30-15,000 Hz 

AM (US, Canadian Model) 

Tuning range 

530- 1,710 kHz 

Antenna terminal 

External antenna connector 

Intermediate frequency 

10.7 MHz/450 kHz 

Sensitivity 

30 pV 

MW/LW (AEP, UK Model) 

Tuning range 

MW: 531 -1,602 kHz 

LW: 153-279 kHz 

Antenna terminal 

External antenna connector 

Intermediate frequency 

10.7 MHz/450 kHz 

Sensitivity 

MW: 30 pV 

LW: 40 pV 

CD player section 

Signal-to-noise ratio 

120 dB 

Frequency response 

10-20,000 Hz 

Wow and flutter 

Below measurable limit 


Tuning range 


Antenna terminal 
Intermediate frequency 
Usable sensitivity 
Selectivity 
Signal-to-noise ratio 


Power amplifier section 

Outputs Speaker outputs 

(sure seal connectors) 
Speaker impedance 4-8 ohms 

Maximum power output 52 W x 4 (at 4 ohms) 


General 

Outputs 


Inputs 

Tone controls 


Power requirements 
Dimensions 

Mounting dimensions 

Mass 

Supplied accessories 


Audio outputs terminal (rear/sub switchable) 

Power antenna relay control terminal 

Power amplifier control terminal 

Telephone ATT control terminal (AEP, UK Model) 

Antenna input terminal 

Low: ±10 dB at 60 Hz (HIP-HOP) 

Mid: +10 dB at 1 kHz (HIP-HOP) 

High: +10 dB at 10 kHz (HIP-HOP) 

12V DC car battery (negative ground) 

Approx. 178 X 50 X 176 mm 
(7 1/8 X 2 X 7 in.) (w/h/d) 

Approx. 182 X 53 X 161 mm 
(7 1/4 X 2 1/8 X 6 3/8 in.) (w/h/d) 

Approx. 1.2 kg (2 lb. 10 oz.) 

Parts for installation and connections (1 set) 

Front panel case (1) 

Card remote control RM-Z304 


Design and specifications are subject to change without 
notice. 

FM/AM COMPACT DISC PLAYER 

US, Canadian model 

FM/MW/LW COMPACT DISC PLAYER 

AEP, UK model 


9-877-518-01 Sony Corporation 

2004A04-1 e Vehicle Company 

© 2004. 01 Published by Sony Engineering Corporation 
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SERVICE NOTES 

NOTES ON HANDLING THE OPTICAL PICK-UP BLOCK 
OR BASE UNIT 

The laser diode in the optical pick-up block may suffer electrostatic 
breakdown because of the potential difference generated by the 
charged electrostatic load, etc. on clothing and the human body. 
During repair, pay attention to electrostatic breakdown and also use 
the procedure in the printed matter which is included in the repair 
parts. 

The flexible board is easily damaged and should be handled with 
care. 

NOTES ON LASER DIODE EMISSION CHECK 

The laser beam on this model is concentrated so as to be focused on 
the disc reflective surface by the objective lens in the optical pick¬ 
up block. Therefore, when checking the laser diode emission, ob¬ 
serve from more than 30 cm away from the objective lens. 

Notes on Chip Component Replacement 

• Never reuse a disconnected chip component. 

• Notice that the minus side of a tantalum capacitor may be dam¬ 
aged by heat. 

TEST DISCS 

This set can playback CD-R and CD-ROM discs. The following 
test discs should be used to check the capability: 

CD-R test disc TCD-R082LMT (Part No. J-2502-063-1) 
CD-RW test disc TCD-W082L (Part No. J-2502-063-2) 


SAFETY-RELATED COMPONENT WARNING!! 

COMPONENTS IDENTIFIED BY MARK A OR DOTTED LINE 
WITH MARK A ON THE SCHEMATIC DIAGRAMS AND IN 
THE PARTS LIST ARE CRITICAL TO SAFE OPERATION. 
REPLACE THESE COMPONENTS WITH SONY PARTS WHOSE 
PART NUMBERS APPEAR AS SHOWN IN THIS MANUAL OR 
IN SUPPLEMENTS PUBLISHED BY SONY. 


• US, Canadian model 
CAUTION 

Use of controls or adjustments or performance of procedures 
other than those specified herein may result in hazardous 
radiation exposure. 


• AEP, UK model 
CAUTION 

Use of controls or adjustments or performance of procedures other 
than those specified herein may result in hazardous radiation 
exposure. 

This compact disc player is classified as a CLASS 1 LASER 
product. The CLASS 1 LASER PRODUCT label is located on the 
exterior. 


CLASS 1 

LASER PRODUCT 


This label is located on the bottom of the chassis. 

If the optical pick-up block is defective, please replace the whole 
optical pick-up block. 

Never turn the semi-fixed resistor located at the side of optical 
pick-up block. 


optical pick-up 



ATTENTION AU COMPOSANT AYANT RAPPORT 
A LASECURITE!! 

LES COMPOSANTS IDENTIFIES PAR UNE MARQUE A SUR LES 
DIAGRAMMES SCHEMATIQUES ET LA LISTE DES PIECES 
SONTCRITIQUES POUR LASECURITE DE FONCTIONNEMENT. 
NE REMPLACER CES COMPOSANTS QUE PAR DES PIECES 
SONY DONT LES NUMEROS SONT DONNES DANS CE MANUEL 
OU DANS LES SUPPLEMENTS PUBLIES PAR SONY. 
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Notes on CD-Rs (recordable CDs)/CD-RWs (rewritable 
CDs) 

This unit can play the following discs: 


Type of discs 


Label on the disc 


Audio CD 


(o]D@(g [olOiE 

DIGITAL AUDIO DIGITAL AUDIO 

IReWritablel 


Recordable 


MP3 files 


COMPACT 


COMPACT 


DIGITA L AUDIO DIGITAL AUDIO 

IReWritablel 


Recordable 


COMPACT 


COMMCT 


Recordable 


IReWritablel 


• Some CD-Rs/CD-RWs (depending on the equipment used for 
its recording or the condition of the disc) may not play on this 
unit. 

• You cannot play a CD-R/CD-RW that is not finalized*. 

• You can play MP3 files recorded on CD-ROMs, CD-Rs, and 
CD-RWs. 

• A CD-R/CD-RW to which a session can be added can be played. 

• A process necessary for a recorded CD-R/CD-RW disc to be 
played on the audio CD player. 

EXTENSION CABLE AND SERVICE POSITION 

When repairing or servicing this set, connect the jig (extension cable) 

as shown below. 

• Connect the MAIN board (CN301) and the SERVO board (CN2) 
with the extension cable (Part No. J-2502-076-1). 


• UNLEADED SOLDER 

Boards requiring use of unleaded solder are printed with the lead 
free mark (LF) indicating the solder contains no lead. 

(Caution: Some printed circuit boards may not come printed with 
the lead free mark due to their particular size.) 

: LEAD FREE MARK 

Unleaded solder has the following characteristics. 

• Unleaded solder melts at a temperature about 40°C higher than 
ordinary solder. 

Ordinary soldering irons can be used but the iron tip has to be 
applied to the solder joint for a slightly longer time. 

Soldering irons using a temperature regulator should be set to 
about 350°C. 

Caution: The printed pattern (copper foil) may peel away if the 
heated tip is applied for too long, so be careful! 

• Strong viscosity 

Unleaded solder is more viscous (sticky, less prone to flow) 
than ordinary solder so use caution not to let solder bridges 
occur such as on IC pins, etc. 

• Usable with ordinary solder 

It is best to use only unleaded solder but unleaded solder may 
also be added to ordinary solder. 
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SECTION 1 
GENERAL 


CDC-R504MP/X504MP 


LOCATION OF CONTROLS 


Adjusting sound 

To adjust the volume 

Turn (PUSH-MENUL 

"VOL (volume)" appears on the display. 

To attenuate the ^und 

Press CatT) . 

"ATT^ON" appears on tiie display. 

To restore the previous volume level, press (ATT) 
again. 


BASIC OPERATION, AUDIO 
AND CLOCK ADJUSTMENT 



Turning the unit on 

Press (SOURCE) on the front panel. 

The unit also turns on when you insert a disc. 

To deactivate the unit 
Press l^FF') . 

The clock appears. After about 10 seconds, the unit 
switches to DEMO mode (page 4). 

To turn the unit off 

Press and hold (OFF) until everything on the 
display clears. 

This operation is required to avoid car battery 
drain, if your car has no ACC position on the 
ignition switch. 

Setting the clock 

The clock uses a 12-hour digital indication. 

1 Press and hold (dspl) until the clodt 
appears. 

2 Turn (PidStTMgWi) to set the hour 

3 Press (DSPL) . 

4 Turn (PySH-MENUJ to set the minute. 

5 Press CDSPr; . 

To display the clock 
Press ( DSPL) . 

To return to the former display, press (.dspl^ 
again. 


To adjust sound stage (DSSA*) 

You can adjust sound stage and tone balance to 
best serve a particular seat in the car. 

' DSSA: abbreviation of "Drivers Sound Stage 
Adjustment" 

1 Press (PUSH-MENU) . 

2 Press (SEEK) (+} or (SEEK) (-) to select 
"DSSA." 

3 Turn (PUSH-MENU) to select "L" (for the front 
left seat), "R" (for the front right seat), or 
"OFF." 

To adjust DSSA manually, press (PUSH-MENU) 
after step 3 above, then press (SEEK) (-i-} or 
(SEEK) (-) to select "BAL" or "FAD," and turn 
( . push-menC T) to adjust it. 


To reinforce the bass sound 
(H-BASS) 

Press (H-BASS) . 

Each time you press C H-BASS) . the H-BASS mode 
is turned on and off. 

Note 

The H-BASS adjustment does not affect the signal 
output from the AUDIO OUT REAR connectors on 
the rear panel. 

To set the equalizer (E(3} 

You can select an equalizer curve for 7 music types 
(HIP-HOP, VOCAL, CLUB, JAZZ, POPS, ROCK, 
CUSTOM). 

You can store a different equalizer setting for each 
source. 

To select the equalizer curve 

1 Press ( SOURCE > to select a source (TUNER, 
CD or AUX). 

2 Press (EO) repeatedly to select the desired 
equalizer curve. 

To cancel the equalizing effect, select "OFF." 

To adjust the equalizer curve 

You can adjust and store the equalizer setting.s for 
different tone ranges. 

1 Follow the steps 1 and 2 above. 

2 Press ("PUSH-MENU) . 

3 Press ( SEEK) {+) or (SEEK) (-) to select the 
desired tone range; "LOW," "MID," or "HI." 

4 Turn rw)^'-MENu~) to adjust to the desired 
volume level. 

The volume level is adjustable from -10 to -t-lO 
dB by 1 dB steps. 

5 Repeat st^s 2 to 4 to adjust the equalizer 
curve. 

Note 

When EQ is set to "OFF," you cannot adjust the 
equalizer curve settings. 


To adjust the sound characteristics 

You can adjust the balance, fader, low pass filter 
and subwoofer volume. 

1 Press (PUSH-MENET) . 

2 ftess (SEEK) (+) or (SEEK) (-) to select 
"BAL." "FAD,""IPF" or "SU B." 

Each time you press (SEEK) (-r), the item 
changes as follows: 

LOW’ -» MID’’ -» HI ' -» 

BAL 0}alan(»; left-right) —» 

FAD (fader; front-rear) —» 

DSSA-» 

LPF flow pass filter)'*'* —* 

SUB (subwoofer w>lume)’*'* 

'' When EQ is activated (page 6) 

When "SUB" is selected (page 10) 

■^The cut off frequency is adjustable to 78 Hz, 
125 Hz or OFF. 

’ The volume level is adjustable between -10 
and +10, or to ATT (attenuated). 

3 Turn (PUSH-MENU) to adjust the selected 
item. 


This section is extracted 
from instruction manual. 


To restore the factory settings 
You can restore the factory settings for Hie 
equalizer curve settings while adjusting them. 
During adjustment, pre» arxi hold 
(PUSH-MENU) until the equalizer type (such as 
HIP-HOP) appears on Hie display. 
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from car antenna 

ft partir de I'antcnnc dc la voiture 

desde la arttena del automdvil 



RCA pin cord (not supplied) 

AUOK3 OUT can be switched to REAR or SUB. 

For details, see the supplied operating instructions. 
Cordon a broche RCA (non foumi) 

AUDIO OUT peut etre commute sur REAR ou SUB. 
Pour obtenir plus de details, reportez-vous au 
mode d'emploi fourni 

*' Cable RCA eon terminates (no suministrado) 

“ AUDIO OUT (Salida de audio) puede cambiarse a 
REAR (Posterior) o SUB (Secundaria). 

Para obtener informaciOn, consulce el manual de 
instfucciones suministrado. 


Blue/white stripod 
Ray6 bleu/blanc 

AMP REM Con rayas azules y blancas 

Max. supply current 0.3 A 
Courant max. fourni 0,3 A 
Corriente m4lx. de alimentadOn de 0.3 A 


Gauche 

Izquierdo 


White/blaek striped 

Rayd blanc/noir 

Con rayas blancas y negras 

Gray 

Gris 

Gris _ J 

Gray/black striped 

Rayd giis/noir 

Con rayas grises y negras 

Green 

Vert 

Verde _ 

Green/biack striped 
•V Raye vert/noir 
Con rayas verdes y negras 
Purple 
Mauve 
Morado 

J 

^rpie/black striped 
'' Ra^mauve/nmr 
Con rayas moradas y negras 


Max. supply current 0.1 A 
Courant d'alimentation max. 0,1 A 
Corriente max. de ahmentaciOn de 0,1 A 


Connection diagram (Q) 

O To a metal surface of tfie car 

First connect the black ground lead, then connect 
the yellow and red power input leads. 

O To the power antenna control lead or power supply 
lead of antenna booster amplifier 
Notes 

• It is not necessary to connect this lead if there is no 
power antenna or antenna booster, or with a 
manually-operated telescopic antenna. 

• When yoir car has a built-in FM/AM antenna in 
the rear/side glass, see "Notes on the control and 
power supply leads " 

O To AMP REMOTE IN of an optional power amplifier 
This connection is only for amplifiers. Comiecfing 
any other system may damage the unit. 

O To the +12 V power terminal which is energized in 
the accessory position of the igrtition key switch 
/Votes 

• If there is no accessory position, connea to rne*72 
V power (battery) terminal which is energized at 
all times. 

Be sure to connect the black ground lead to a 
metal surface of the car first. 

• When your ear has a tsuilt in FM/AM antenna in 
the rear/side glass, see "Notes on the control and 
power supply leads." 

0 To the +12 V power terminal which is energized at 


Notes on the contr<^ and power supply leads 

• The power antenna control lead (blue) supplies *12 V 
DC when you turn on the tuner. 

• When your car has built-in FM/AM antenna m thereat/ 
side glass, connect the power antenna control lead 
(blue) Of the accessory power input lead (red) to the 
power terminal of the existing antenna booster. For 
details, consu/tyouf dealer. 

• A power antenna wirhout relay box cannot be used 
with this unit. 

Memory hold conneefron 

When the yellow power infxit lead is connected, power 

will always be suppi/ed to the memory circuit even when 

the ignition key is turned off. 

Notes on speaker connection 

• Before connecting the ^eakers. turn the unit off 

• Use speakers with an impedance of 4 to 8 ohms, and 
with adequate power handling capacities to avoid its 
damage. 

• Do rTot connect the speaker terminals to the car 
chassis, or connect the terminals of the right speakers 
with those of the left speaker. 

• Do not connect the ground lead of this unit to the 
negstrVe terminal of the speaker. 

• Do not attempt to connect the speakers in parallel. 

• Connect only passive speakers. Connecting active 
speakers (with built-in amplifiers) to the speaker 
terminals may damage the unit 

• To avoid a malfunction, do not use the built-in speaker 
leads installed in your can f the unit shares a common 
negative (-) lead for the right and left speakers. 

• Do not connect the unit's speaker leads to each other. 

Note on connection 

If speaker and amplifier are not connected correctly, 
"FAILURE" appears in the display. In this case, make sure 

the speaker and amplifier are connected correctly. 


Schema de raccordement (B) 

O A un point motallique de la voititre 

Branchez d'abord ie ft! de masse noir ef, ensuite. les 
fits d'entree d'alimentationJaune et rouge. 

O Vers Ie fil de commande de Tantenne dlectrique ou 
la fll d'alimentation de Tamptlfkateur d’anterww 
Remarques 

* II n est pas ndeessaire de recorder ee fil s'il n'ya pas 
d'antenne Nectrique ni d'amplifieateur d'antenne. 
ou Bvec une antenne tdlescopique manuelle. 

• Sivotre voiture est equipeed'une antenne FM/AM 
intsgree dans la vitre arnere/laterale, voir 

« Remarques sur les fils de commande et 
d'alimentation ». 

O Au niveau du AMP REMOTE IN de Tamplificateur ett 
puissance en option 

Ce raccordement s'applique uniquement aux 
ampUficateurs. Le PrarTchement de tout autre sy^bme 
risque d'endommager Tappareil. 

O A la borne +12 V qui est aiimentee quand la el6 de 
contact est sur la portion accessoires 
Remarques 

* S'il n'ya pas de position accessoires, raccorder la 
borne d'alimentation (batterie) *12 Vqui est 
aiimentee en permanence. 

Raccorder d'abord le fil de masse noir a un point 
matallique du vehicule. 

• SI votrs voiture est equipae d'une antenne FM/AM 
inCdgrde dans la vitre arriere/laterale, voir 

« Remarqtm sur les fils de commande et 
d'alimentation ». 

O A ta borne +12 V qui est alimentOe en permanence 
Raceordez d'abord le fil de masse noir a un point 
metallique du vehicule. 

Remarques sur les fils de commande et 
d'alimentatmn 

• Lefilde commande de I'antenne eiectrique (bleu) 
faumit une alimentation de * 12VCC lorsque vous 
metter la radio sous temion. 

• Lwsque votre voiture est equipee d'une antenne FM/AM 
integree dans le vitre arriere/latPrale. raceordez le filde 
commande de I'antenne (bleu) ou I'entrie 
d'alimentation des accessoires /rouge/ a la borne 
d'alimentation de I'amplificateur d'antenne existent 
Pour plus de details, consuitez votre dCtaillant 

’ Une antenne dlectrique sans bolder de relais ne peut pas 
atm utilise aireccet i^areil. 

Raccordement pour la conservation de la mdmoire 
Lorsque le fil d'entr6e d'a/imentatron Jaune est raccord6, 
le circuit de la m&noire est alimente en permanence 
meme si la de de contact est sur la position d'arret. 
Remarques sur le raccordement des haut-parleurs 

• Ai«ant de raecorder les haut-parteurs. meltez I'appareil 
hors terTsion, 

• Ulilisez des haut-parleurs ayant une impedance de4 ad 
ohms avec une capacite eiectrique adequate pour dviter 
de les endommager. 

• Ne raceordez pas les bornes du systdme de haut-parleurs 
au chassis de la voiture et ne raceordez pas les bornes 
des tiaiit-parleurs droit a calles du haut-parleur gauche. 

• Ne raceordez pas le cable de masse de cet appareil a la 
borne negative (-) de I'enceinte. 

• N'essayez pas de raecorder les heut-padeurs en paralieie. 

• Raceordez unrquement des haut-parleurs passim. Le 
raccordement de neut-padeurs actifs (avec 
ampUficateurs intdgres) aux homes des haut-parleurs 
peut endommager I'appareil. 

• Pour dviter tout dysfonctionnement. n ‘utilisez pas les fils 
des haut-parleurs integrds instailds dans votre voiture si 
I'appareil partage un fil ndgatifeommun (-) pour les 
haut-parleurs droit et gauche. 

• Ne raceordez pas entre eux les cordons des haut-parleurs 
de I'appareil. 

Remarque sur le raccordement 

Si les ti^t-parleurs et I'amplificateur ne sont pas raccordes 
correctement. le message « FAILURF » s'affiche. Dans ce 
cas. assurez-vous que les haut-parleurs et I'amplificateur 
sent bien raccordds. 


Diagrama de conexiOn (Q) 

O A una superfine metalica del automovil 

Conecte primero et cable de toma a tierra negro, y 
despuds las cables amahita y rojo de errtrada de 
alimentacidn. 

0 Al cable de control de la antena motoriiada o al 
cable de fuente de alimentacibn del ampHficador de 
la antena 
Noras 

• No sard neeesario canectar este cable si no se 
dHpone de antena motorizada ni de ampHficador de 
antena, o se utiHza una antena telescOpica 
accionada manualmente. 

• &' el automOvil IrKorpora une antena de FM/AM an 
et crista! trasero o lateral consutte "Notes sobre los 
cables de controly de fuente de alimentaadn'’. 

0 A la entrada AMV REMOTE IN del ampHficador de 
alimentaciOn qpdonal 
Esra conexion es sola para amplificadores 
La conexiOn de cuafquier otro sistema puede dahar la 
unidad. 

0 Al terminal de alimerttaciOn de +12 V quo recibe 
ertergfa en la po$ici«/n de accesorio del interriqstor 
de la Have de erKendido 
Noras 

• Si no hay posiciOn de accesorio, condeteto al terminal 
de alimeiitaciOn (baterla) de *12V que recibe 
energla sin inteirupciOn. 

Asegurese de conectar primero el cable de toma a 
tierra negro a una superfiele metdlka del automdvil 

• Si el automdvil incoipera una antena de FM/AM en 
el crisial trasero/lateral, consulte "Notes sobre los 
cables de controly de fuente de alimentacidn''. 

0 Al terminal de alimentaciOn de +12 V que recibe 
energla sin InterrvpciOn 

Asegikese de eoneetar primero el cable de toma a 
Uerra negro a una sup^icie metdl'ica del automdvil. 
Notas sobre los cables de control y de fuente de 
alimentaciOn 

• El cable de control de la antena motorizada (azulj 
suministrara cede *12 "Vcuendo enc^nda el 
sinionizador. 

• Sr el automdvil dispe^ de una antena de FM/AM 
incorporads en el cristal trasero o lateral, conecte el 
cable de control de anterta motorizada (azul) a el cable 
de entrada de alimentaadn auxiliar (rajo) al terminal de 
alimentaciOn del ampHficador de antena existente. Para 
obtener mas infotmacidn, consulte a su proveedor. 

• Con esta unidad no es posible utilizar una antena 
motorizada sin caja de reie. 

Conexkin para protection de la memoria 
Si eoneeta el conductor de entrada amarillo, el circuito de 
la memona recibira siempre alimentaciOn. aunque pongs 
ia Have de encendido en la pmiciOn OFF. 

Notas sobre la conexion de los altavoces 

• Antes de conectar los a/tavocesi desconecte la unidad. 

• Dti7rce altavdces con una impedancia de4 a8 ohmios 
con la capacidad de porenda adeeuada para evitar quo 
seda/len. 

• No conecte tos terminates de attavoz a! chasis del 
automOvH. ni conecte los terminales del altavoz derecho 
con los del izquierdo. 

• No conecte el cable de toma a tiena de esta unidad al 
terminal negative (-) del altavoz. 

• No intente conectar los altavoces en paralelo, 

• Conecte soiamente altavoces pasivos Si canecta 
aftavoces act/vos teon amplifkadores incorporados) a los 
terminates de altavoz, puede dahar la unidad. 

• Para evitar fallos de fundonamiento, no utiliee los cables 
de altavoz incorporados instalados en el automdvil si so 
unidad comparte un cable negative comun (-) para tos 
altavoces derecho e izquierdo. 

• No conacre los cables de altavoz de la unidad entre si. 
Nota sotxe la conexidn 

Si el altavoz y el ampHficador no estdn conectados 
correctamente. aparecerd "FAILURE" en la pantalla. Si es 
asl, compruebe la conexidn de ambos disptu/tnros. 
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CONNECTIONS (AEP, UK Model) 



Connection diagram (Q) 

O To AMP REMOTE M of ID opilaral ponor 

^l^cmneaionisonlyforairtfilifiers. Conmaing 
anyottier qnenr meyoemtgt the unit. 

O To (h* mttrfece able of « cor tolophono 

comuctin^ thooupplicd power 



Wot* on oonnoc tjcr? 

ffspnakorentlampllfief are rtotconnected rorrecl^. 
'MAURf'oppeerr/n crte divray, in tWr cese. meke 
rure the speaker end ampiifrer ere connected 


AnscMussdiagramm (Q) 

O An AMP REMOTE IN clK^tand>n«halUlc»Mn 

Oieser/InscrWuss isc BvischheHhch tvr Verstirkar 
gedachC ScfiheBen Sie nicncs anderes daran an. 
AndernfBlH kann das Geratbescneoigt werden. 

Bs AutDtolefon& 


Wamuig 

l^'enn ^oneMoUtranterw ohne RcUusk^lchcn 
verwend^ kann dutch Anschliel^ dieses Gerats 
mil dem mileelie(ei 1 en Stroinversoigungskabel ® 

die Antenremschadigt werden. 


Oder die Af- iA/remadvfrequenaucheJ oo 
TA-fonkikmfVerkenfsOurchsegen} aktivie 
■ WerwdasFahrzeugmiceinerinderHeek- 
SeUenfenslecacheitia Maprwten FM mt 
IW-Aniectne ausgestatiel rsL schUeSen Sk 
Motoramennen-Steuecseitung tblaul Oder 
luOehOrstremversergungsiettvng In ' 
Strormersorgjngsenxhhiss aes lorh 


Siebe-mremHanaiec. 


ee dasu erfafiren 





H J ina e/s eum At ucA tfe flan 
WertnLautspracherijnd versrarker nicOt nchttg 
arigeiehkKsenSind, erscheint ..fAILUK''im Display 
Ve^wlssernSiesiehindiesem Fak, Pass laulsprecher 
undVerstarkerriehttgartgescnkmen ssnd 


Schamas de connexion (Bl 

O Au nivew <ki AMP REMOTE W d ial 
imfHiflcatdur de pinsanco facuRatif 
ampHflcaleun ie retcardemern a lout BMr* 



Schema di collegamento (Q) 

O A AMP REMOTE IN di un an^lficatoto di 
potania opuonais 

Oitesro coWoffanwifo Prfsetvato asckivvamenti 
agii awpniicetoii. Hon collegaie ujt npodi 


^ando si coMcfia^'appar^gic con il di 



eoBagaanenlo dai (Kfhaori 

di cotlegare i diffusori spegnere 

driYusondi iTvndemacompreta traeeB 
m e can capaciti dt poiarna edeguala 
rriwenii i diffusoripMrebhero vorrrr damteggiati 
yi coitagara i ternttnau oat sjsretna affusonai 
laiodeUeutoe 




appareccttioal tenmnale negalnio l-)i 
• Hon code^re i tUffusor' in parailelo 


l-t del diffusore 


, sn incorporaii. ai ternttnak del diffustyt 
pdtreeoe danneppiare i apparacrnm 

utiitzzare i cavi del diffiisoii incorporati imiaiiati 
neil automoeii'e sa - ---- - 
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CDC-R504MP/X504MP 

SECTION 2 
DISASSEMBLY 

Note : This set can be disassemble according to the following sequence. 
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CDC-R504MP/X504MP 


Note : Follow the disassembly procedure In the numerical order given. 

2-1. SUB PANEL ASSY 



2-2. CD MECHANISM BLOCK 
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2-3. MAIN BOARD 



2-4. CHASSIS (T) SUB ASSY 
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2-5. ROLLER ARM ASSY 



2-6. CHASSIS (OP) ASSY 


© 
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2-7. OPTICAL PICK-UP 



2-8. SL MOTOR ASSY (M902) 
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2-9. LE MOTOR ASSY (M903) 



2-10. SERVO BOARD 
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SECTION 3 
DIAGRAMS 


3-1. IC PIN DESCRIPTIONS 

• IC3 CXD3059AR (DIGITAL SERVO/DIGITAL SIGNAL PROCESSOR) (SERVO BOARD (1/2)) 


Pin No. 

Pin Name 

I/O 

Pin Description 

1 

MIRR 

I/O 

Mirrer signal input/output 

2 

DFCT 

I/O 

Defect signal input/output 

3 

FOR 

I/O 

Focus OK signal input/output 

4 

VSS 

— 

Ground pin 

5 

LOCK 

I/O 

Not used in this set. (Open) 

6 

MDP 

o 

Spindle motor servo control signal output 

7 

SSTP 

I 

Disc most inner detection signal input 

8 

lOVSSl 

— 

Digital ground pin for FO 

9 

SFDR 

o 

Sled drive signal output 

10 

SRDR 

o 

Sled drive signal output 

11 

TFDR 

o 

Tracking drive signal output 

12 

TRDR 

o 

Tracking drive signal output 

13 

FFDR 

o 

Focus drive signal output 

14 

FRDR 

o 

Focus drive signal output 

15 

lOVDDl 

— 

Digital power supply pin for I/O 

16 

AVDDO 

— 

Analog power supply pin for FO 

17 

AVSSO 

— 

Analog ground pin 

18 

NC 

— 

Not used. (Open) 

19 

E 

I 

E signal input 

20 

F 

I 

F signal input 

21 

TEI 

I 

Tracking error signal input from the DSSP block 

22 

TEO 

o 

Tracking error signal output to the RF amp block 

23 

FEI 

I 

Focus error signal input from the DSSP block 

24 

EEO 

o 

Focus error signal output form the RF amp block 

25 

VC 

I/O 

VC voltage output to the RF amp block 

Center voltage input from the DSSP block by command select 

26 

A 

I 

A signal input 

27 

B 

I 

B signal input 

28 

C 

I 

C signal input 

29 

D 

I 

D signal input 

30 

NC 

— 

Not used. (Open) 

31 

AVDD4 

— 

Analog power supply pin 

32 

REDCO 

I/O 

RFDC signal output 

RFDC signal input from the DSSP block by command select 

33 

PDSENS 

I 

Reference voltage input for PD 

34 

AC SUM 

o 

RFAC suming amp signal output 

35 

EQIN 

I 

Equalizer circuit signal input 

36 

LD 

o 

APC amp signal output 

37 

PD 

I 

APC amp signal input 

38 

NC 

— 

Not used. (Open) 

39 

RPC 

I 

EQ cut off frequency adjustment input 

40 

AVSS4 

— 

Analog ground pin 

41 

RPACO 

o 

RFAC signal output 

42 

RFACI 

I 

RFAC signal input or EFM signal input 

43 

AVDD3 

— 

Analog power supply pin 

44 

BIAS 

I 

Asymmetry circuit constant current input 

45 

ASYI 

I 

Asymmetry comparate voltage input 

46 

ASYO 

0 

EFM full swing signal output 

47 

VPCO 

o 

Charge pomp output for wideband EFM PEL 

48 

VCTL 

I 

VC02 control voltage input for wideband EFM PEL 

49 

AVSS3 

— 

Analog ground pin 
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Pin No. 


Pin Name 


AVDD5 

DDVROUT 

DDVRSEN 

AVSS5 


PCMDI 

LRCKI 


PCMD 


EMPHI 

IOVDD2 


IOVSS2 


AVDDl 

AOUTl 

VREEL 

AVSSl 

AVSS2 

VREER 

AOUT2 

AVDD2 


lOVDDO 

RMUT 

LMUT 


lOVSSO 

XTACN 


Pin Description 


VCOl control voltage input 
Eilter signal output for master PEL 
Eilter signal input for master PEL 
Charge pomp output for master PEE 
Analog power supply pin 
DC/DC converter output 

DC/DC converter output voltage monitor signal input 
Analog ground pin 

Reset signal input for DC/DC converter 
Not used. (Open) 

D/A interface bit clock signal input 
D/A interface serial data signal input 
D/A interface ER clock signal input 
D/A interface ER clock signal output 
Digital ground pin for internal 
D/A interface serial data signal output 
D/A interface bit clock signal output 
Digital power supply pin for internal 
Not used in this set. (Open) 

Not used in this set. (Fixed at “E”.) 

Digital power supply pin for I/O 
Digital out signal output 
Test pin Normally “E”. 

Digital ground pin for I/O 
Not used in this set. (Open) 

Ground pin for master clock 

Crystal oscillation circuit output (16.9344 MHz) 

Crystal oscillation circuit input (16.9344 MHz) 

Power supply pin for master clock 
Analog power supply pin 
E channel analog signal output 
E channel reference voltage output 
Analog ground pin 
Analog ground pin 
R channel reference voltage output 
R channel analog signal output 
Analog power supply pin 
Not used. (Open) 

Digital power supply pin for I/O 
R channel “O” detection flug output 
E channel “O” detection flug output 
Not used. (Open) 

X’tal select signal input 16.9344 MHz: “E”, 33.8688 MHz: “H” 

Digital ground pin for I/O 

Oscillation circuit control input “H”: Oscillation start, “E”: Oscillation stop 
Sub 80 bit and PCM peak, level data signal output CD text data signal output 
Clock signal input for SQSO read out 

Sub P-W serial data signal output Not used in this set. (Open) 

Clock signal input for SBSO read out Not used in this set. (Open) 

System reset signal input “E”: reset 

Mute signal input “H”: mute Not used in this set. (Fixed at “E”.) 

Serial data signal input 
Digital ground pin for internal 
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Pin No. 

Pin Name 

I/O 

Pin Description 

104 

XLAT 

I 

Latch signal input 

105 

CLOK 

I 

Serial data transfer clock signal input 

106 

VDD 

— 

Digital power supply pin for internal 

107 

SENS 

o 

SENS signal output 

108 

SCLK 

I 

Clock signal input for SENS serial data read out 

109 

ATSK 

I/O 

Input/output for anti-shock 

110 

WFCK 

o 

WFCK signal output Not used in this set. (Open) 

111 

XUGF 

o 

XUGF signal output Not used in this set. (Open) 

112 

XPCK 

o 

XPCK signal output Not used in this set. (Open) 

113 

GFS 

o 

GFS signal output 

114 

C2PO 

o 

C2PO signal output 

115 

SCOR 

o 

Suh cord sync signal output 

116 

VDD 

— 

Digital power supply pin for internal 

117 

C4M 

o 

4.2336 MHz signal output Not used in this set. (Open) 

118 

WDCK 

o 

Word clock signal output Not used in this set. (Open) 

119 

GOUT 

I/O 

Track count signal input/output Not used in this set. (Open) 

120 

NC 

— 

Not used. (Open) 


16 







CDC-R504MP/X504MP 


• IC501 MN101E01KSH (SYSTEM CONTROL) (MAIN BOARD (1/2)) 


Pin No. 

Pin Name 

I/O 

Pin Description 

1 

DAVDD 

— 

Power supply pin for D/A output converter (+3.3 V) 

2 

BBE-MP 

O 

Not used in this set. (Open) 

3 

DAVSS 

— 

Ground pin for D/A output converter 

4 to 6 

NCO 

0 

Not used in this set. (Open) 

7 

UNISO 

0 

SONY-BUS data signal output 

8 

UNISI 

I 

SONY-BUS data signal input 

9 

UNICKO 

0 

SONY-BUS clock signal output 

10 

VDDl 

— 

Power supply pin for internal core (+3.3 V) 

11 

MMOD 

I 

Flash microcomputer write detection signal input Not used in this set. 

12 

OSCOUT 

o 

High speed operation clock signal output (27 MHz) 

13 

OSCIN 

I 

High speed operation clock signal input (27 MHz) 

14 

VSSl 

— 

Ground pin for internal core 

15 

XIN 

I 

Low speed operation clock signal input (32.768 kHz) 

16 

XOUT 

0 

Low speed operation clock signal output (32.768 kHz) 

17 

VDD2 


Power supply pin for internal core (+3.3 V) 

18 

MODI 

— 

Pull up: “H” 

19 

RESET 

I 

Reset signal input 

20 

NCO 

o 

Not used in this set. (Open) 

21 

ACC IN 

I 

Accessory power supply detection signal input 

22 

TEST IN 

I 

Test mode detection signal input 

23 

TEL ATT 

I 

Telephone attenuate detection signal input 

24 

ATT 

o 

Audio mute control signal output 

25 

XKEYON 

o 

Key power supply control signal output Not used in this set. (Open) 

26 

NCO 

o 

Not used in this set. (Open) 

27 

KEYACK 

I 

Key acknowledge detection signal input 

28 

TUATTIN 

I 

Tuner mute ZERO cross detection signal input 

29, 30 

NCO 

o 

Not used in this set. (Open) 

31 

BUIN 

I 

Back up power supply detection signal input 

32 to 35 

NCO 

0 

Not used in this set. (Open) 

36 

BUSON 

0 

BUS on signal output 

37 

SYSRST 

0 

System reset signal output 

38 

EJECT OK 

0 

CD servo IC eject OK signal output 

39 to 41 

NCO 

o 

Not used in this set. (Open) 

42 

ZMUTE 

I 

Mechadeck mute zero cross detection signal input L/R 

43 to 46 

NCO 

o 

Not used in this set. (Open) 

47 

CD ON 

I 

CD mechanism power supply control signal input (“H”: Power on) 

48 

CDM ON 

I 

CD mechanism deck power supply control signal input (“H”: Power on) 

49, 50 

NCO 

o 

Not used in this set. (Open) 

51 

AREASELl 

I 

Destination function setting input 1 

52 

AREASEL2 

I 

Destination function setting input 2 

53 

AREASEL3 

I 

Destination function setting input 3 

54 

LCD CTL 

0 

“H” output: LCD unit and key confusion, power off 
“L” output: LCD unit and key confusion, power on 

55,56 

NCO 

o 

Not used in this set. (Open) 

57 

DSSA 

0 

DSSA on/off change signal output (Cut off rear) 

58 

PANEL SW 

I 

Front panel attachment detection signal input “L”: with panel, “H”: without panel 

59 

DIAG 

I 

Condition signal input from the power IC 

60 

VOLATT 

0 

Electronic volume attenuate control signal output 

61,62 

NCO 

o 

Not used in this set. (Open) 

63 

VSS2 

— 

Ground pin for I/O port 

64 

TUATT 

o 

Tuner mute control signal output 

65 

NCO 

o 

Not used in this set. (Open) 
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Pin No. 

Pin Name 

I/O 

Pin Description 

66 

NS MASK 

O 

Noise mask signal output 

67 

EEP CKO 

0 

Serial clock signal output for EEPROM communication 

68 

EEP SIO 

I/O 

Serial data signal input/output for EEPROM communication 

69 

NCO 

o 

Not used in this set. (Open) 

70 

AMPSTB 

o 

Power regulator IC standby signal output 

71 to 73 

NCO 

o 

Not used in this set. (Open) 

74 

NCO 

o 

Not used in this set. 

75 

NCO 

o 

Not used in this set. (Open) 

76 

LCDSO 

o 

Serial data signal output to the LCD driver 

77 

LCDCE 

o 

Chip enable signal output to the LCD driver 

78 

LCDCKO 

0 

Serial clock signal output to the LCD driver 

79 

12C SIO 

I/O 

I2C BUS serial data signal input/output 

80 

NCO 

o 

Not used in this set. (Open) 

81 

12C CKO 

0 

I2C BUS serial clock signal output 

82 

DAVN 

I 

RDS data block synchronization detection signal input 

83 

SIRCS 

I 

Remote control signal input 

84 

NCO 

o 

Not used in this set. (Open) 

85 

BEEP 

o 

Beep signal output to the power amp 

86 to 88 

NCO 

o 

Not used in this set. (Open) 

89 

VDD3 

— 

Power supply pin for I/O port (+3.3 V) 

90 

NCO 

o 

Not used in this set. (Open) 

91 

VSS3 

— 

Ground pin for I/O port 

92 

QUALITY 

I 

Noise detection signal input 

93 

VSM 

I 

S meter voltage detection signal input 

94 

KEYINl 

I 

Key signal input 1 

95 

KEYINO 

I 

Key signal input 0 

96 

NCO 

o 

Not used in this set. 

97 

KEYIN2 

I 

Key signal input (EJECT, OEE, SOURCE switch) 

98 

RE 

I 

Rotary encoder signal input 

99 

L METER 

I 

Level meter voltage detection signal input 

100 

VREE+ 

— 

Power supply pin for A/D input converter 


18 







CDC-R504MP/X504MP 


3-2. BLOCK DIAGRAM — CD SECTION — 



LASER DIODE 




AUTOMATIC 



POWER 



CONTROL 

LD 

1 

01 


1 

1 

PD 1 



OPTICAL 
PICK-UP BLOCK 
(KSS1000E) 


2-AXIS DEVICE pQg^ | 

-T 


(FOCUS) 

(TRACKING) 


FCS- 


TRK+ ■ 


RFACO(4y |gg^ -(4g RFACI ASYO(4g |gg^ >@ASYI 


RF AMP,DIGITAL SERVO, 
DIGITAL SIGNAL PROCESSOR 
ICS 


PD (37)^ 


F0CUS7TRACKING COIL DRIVE, 
SLED/SPINDLE/LOADING 
MOTOR DRIVE 
IC1 





VIN3+(^ 


5) VOL+ 
4 ) VOL- 



-(6)MDP 



BCK 


BCKI 

@ 

PCMDI 


LRCK 


LRCKI 

n 

PCMD 

n 


»R-ch is omitted due to same as L-ch. 
■ Siganal Path 

: CD PLAY 




- CD-L 


MAIN 

SECTION 

(Page 20) 



I CDFOK 
CD SOSO 
CD SOCK 
CD XRST 
CD DATA 
CD XLAT 
CD CLOK 
CD SENS 
CD SCLK 
CDGFS 
CD C2PO 
CDSCORT 


— UNI SI 

— UNI SO 

— UNI SCK 

— BUS ON 

— BU IN 

— SYS RST 

— AH 


KDj 

(Page 20) 


MAIN 
' SECTION 


SYSTEM CONTROL 
IC501 (1/3) 


EJECT OK ^ 
MECONl^ 

cdon||i- 

ZMUT^ 


CD 

SYSTEM CONTROL 

MECONCHK{^ 


-{^ EJECT OK 

CDM ON 
CD ON 
Z MUTE 


AAA^ MECHA+6V 




U C0M+3.3V 
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3-3. BLOCK DIAGRAM — MAIN SECTION — 


SOUND CONTROL, 
ELECTRONIC VOLUME 
IC401 


(ANimA) ® 



Signal 

’ath 

1 ^ 

: CD PLAY 

>=> 

;FM 


: AM/MW/LW 


:AUX 


DISPLAY 

SECTION 


(Page 21) 


20 


20 






























































































































































3-4. BLOCK DIAGRAM — DISPLAY SECTION — 


SYSTEM CONTROL lCD DRIVER 

IC501 (3/3) IC901 



LED921,922 

LCD 

BACKLIGHT 





0 


LED901-920 


CDC-R504MP/X504MP 


3-5. CIRCUIT BOARDS LOCATION 


SERVO board 
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3-6. NOTE FOR PRINTED WIRING BOARDS AND SCHEMATIC DIAGRAMS 


3-7. WAVEFORMS 


THIS NOTE IS COMMON FOR PRINTED WIRING 
BOARDS AND SCHEMATIC DIAGRAMS. 

(In addition to this, the necessary note is printed 
in each block.) 


For schematic diagrams. 

Note: 

• All capacitors are In pF unless otherwise noted. pF: ppF 
50 WV or less are not Indicated except for electrolytics 
and tantalums. 

• All resistors are In Q and V 4 W or less unless otherwise 
specified. 

• A : Internal component. 

• I I : panel designation. 


Note: 

The components Identi¬ 
fied by mark A or dotted 
line with mark A are criti¬ 
cal for safety. 

Replace only with part 
number specified. 


Note: 

Les composants identifies par 
une marque A sont critiques 
pour la securite. 

Ne les remplacer que par une 
piece portant le numero 
specifie. 


• : B+ Line. 

• — — — : B- Line. 

• I I : adjustment for repair. 

• Voltages and waveforms are dc with respect to ground 
under no-signal (detuned) conditions. 

• CD mechanism section 
no mark : CD PLAY 

• Main (1/2), (2/2) and Display sections 
no mark : FM 

( ) : AM 

< > : CD PLAY 

* : Impossible to measure 

• Voltages are taken with a VOM (Input impedance 10 MQ). 
Voltage variations may be noted due to normal produc¬ 
tion tolerances. 

• Waveforms are taken with a oscilloscope. 

Voltage variations may be noted due to normal produc¬ 
tion tolerances. 

• Circled numbers refer to waveforms. 

• Signal path. 

: CD PLAY 
: FM 

^ : AM/MW/LW 

i:» : AUX 

• Abbreviation 

CND : Canadian model. 


For printed wiring boards. 

Note: 

• o- : parts extracted from the component side. 

• - : parts extracted from the conductor side. 

• o : Through hole. 

• : Pattern from the side which enables seeing. 

(The other layers' patterns are not indicated.) 

Caution: 

Pattern face side: Parts on the pattern face side seen from the 
(Side B) pattern face are indicated. 

Parts face side: Parts on the parts face side seen from the 
(Side A) parts face are indicated. 


C—n 


n 

Q 

Tnr 

B E 

t_ 


—These are omitted 


o 

0 0 0 

BEC 

- These are omitted 


OOP 


— These are omitted 

• Abbreviation 
CND : Canadian model. 


— Servo Board — 

(MODE: CD PLAY) 



Approx. lOOmVp-p 

ICS @ (TEI) 


(D 



Approx. lOOmVp-p 

ICS @ (FEI) 


Approx. 

150mVp-p 


ICS @ (A), @ (C) 


“T 

Approx. 

150mVp-p 


ICS @ (B), @ (D) 


“T 

Approx. 

O.SVp-p 


ICS ® (RFACO) 



16.9344MHz 

ICS @ (XTAO) 



18.43MHz 
IC4 |l) (XI) 
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3-8. PRINTED WIRING BOARDS — CD MECHANISM SECTION — • Refer to page 21 for Circuit Boards Location. ^ : Uses unleaded solder. 


1^2^3^4^5[ 



8 


J IP L 


11 


12 


J 13 L 


14 


OPTICAL 

PICK-UP 

BLOCK 

(KSSIOOOE) 


M901 

(SPINDLE) 


SW4 

(LIMIT) 


M902 

(SLED) 


M903 

(LOADING) 


[SERVO BOARD] (SIDE B) 



Bg|R20 


TP 137 
TP 14° 


e‘F'TPiSi°TP175 


TP 123 


T°P12^i 


TP37TP132 ■>“ HH 

°° rATiFBi 


Semiconductor 

Location 


[SENSOR BOARD] 

RED 


SW3 

(DISC IN) 


SW 2 r 

(SELF) 


MAIN 
BOARD 
CN301 
(Page 28) 


ro 

O 0| — 


o 

iO oo 

o 

0 

o-<v 

® IC3 

o 

o O O 

o 

o 

LO 

TP98' 

o O 

o o 

o 

o o 

O O 

e? 

?Dc> o 0^ oo oQS 

. 06 


Ref. No. 

Location 

ICl 

G-2 

IC3 

C-10 

IC4 

E-2 

IC7 

B-2 

ICS 

C-2 

Q1 

B-4 

Q2 

B-2 

Q3 

B-2 

Q5 

A-2 

Q6 

A-2 
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3-9. SCHEMATIC DIAGRAM — CD MECHANISM SECTION (1/2) — • Refer to page 22 for Waveforms. 
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• Refer to page 22 for Waveform. 

3-10. SCHEMATIC DIAGRAM — CD MECHANISM SECTION (2/2) — • Refer to page 31 for 1C Block Diagrams. 
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• Refer to page 22 for Waveforms. 

3-11. SCHEMATIC DIAGRAM — MAIN SECTION (1/2) — • Refer to page 32 for 1C Block Diagrams. 


J^2^3^4^5^6 


7 I 8 I 9 I 10 I 11 I 12 I 13 I 14 I 15 I 16 I 17 I 18 


A 


B 


C 
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F 
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K 
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M 
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CDC-R504MP/X504MP 


3-12. SCHEMATIC DIAGRAM — MAIN SECTION (2/2) — • Refer to page 34 for IC Block Diagram. 
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CDC-R504MP/X504MP 


3-13. PRINTED WIRING BOARD — MAIN SECTION — • Refer to page 21 for Circuit Boards Location. iHil : Uses unleaded solder. 

^2^3^4^5^6^7^8^9[ 


JO L 


11 


J 12^13 L 


14 


(ANTENNA) 


J331 

I AUDIO OUT REAR I 

^ 

L R 


B 


H 



' 29) 


Ref. No. 

Location 

Ref. No. 

Location 

D1 

E-2 

D762 

D-9 

D301 

H-7 



D401 

F-4 

IC51 

G-2 

D402 

F-4 

IC401 

E-3 

D491 

E-6 

IC501 

H-6 

D492 

E-5 

IC602 

H-8 

D503 

F-6 

IC750 

B-6 

D580 

F-10 



D581 

F-10 

Q1 

F-2 

D586 

G-8 

Q3 

D-2 

D587 

H-8 

Q51 

G-2 

D601 

D-9 

Q52 

G-3 

D609 

G-10 

Q401 

E-3 

D651 

C-8 

Q402 

E-4 

D702 

1-4 

Q403 

E-4 

D703 

1-4 

Q431 

A-3 

D711 

1-3 

Q441 

B-3 

D712 

1-3 

Q451 

C-4 

D731 

J-2 

Q461 

C-4 

D751 

D-6 

Q471 

B-3 

D752 

C-5 

Q481 

C-3 

D753 

D-7 

Q491 

E-5 

D754 

C-5 

Q492 

E-5 

D755 

D-7 

Q503 

E-6 

D756 

C-6 

Q580 

G-10 

D757 

D-6 

Q581 

G-10 

D758 

C-6 

Q582 

G-10 

D759 

C-8 

Q631 

G-9 

D760 

D-8 

Q651 

D-8 

D761 

D-8 
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CDC-R504MP/X504MP 


3-14. PRINTED WIRING BOARDS — DISPLAY SECTION — • Refer to page 21 for Circuit Boards Location. 


S : Uses unleaded solder. 



• Semiconductor Location 


Ref. No. 

Location 

Ref. No. 

Location 

Ref. No. 

Location 

D901 

G-10 

LED903 

A-2 

LED914 

C-12 

D902 

F-9 

LED904 

B-1 

LED915 

B-12 

D904 

F-11 

LED905 

D-5 

LED916 

C-11 

D991 

F-8 

LED906 

C-3 

LED917 

B-11 

D992 

E-7 

LED907 

D-2 

LED918 

D-11 



LED908 

C-2 

LED919 

B-13 

IC901 

F-7 

LED909 

D-7 

LED920 

A-12 

IC971 

A-13 

LED910 

D-7 

LED921 

C-4 



LED911 

D-5 

LED922 

C-10 

LED901 

B-4 

LED912 

D-9 



LED902 

B-2 

LED913 

D-9 

Q901 

F-6 
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CDC-R504MP/X504MP 


3-15. SCHEMATIC DIAGRAM — DISPLAY SECTION — 
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CDC-R504MP/X504MP 


3-16. IC BLOCK DIAGRAMS 

IC1 LA6560-TE-L-E (SERVO Board) 















CDC-R504MP/X504MP 


IC7 R1114N151D-TR-FA (SERVO Board) 



IC51 TDA7333-013TR (MAIN Board) 
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CDC-R504MP/X504MP 


IC401 BD3809FS (MAIN Board) 


Q 

CD 

Q 


< —I 

Q O 

CO CO 


CC 


O 



CM 


CC 


o 



Q 

CD 

< 




o 

_l 

Cl 

o 


o 

CC 

CO 


CO 


CL 

CO 



o 
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CDC-R504MP/X504MP 


IC750 TDA8588BJ/N2 (MAIN Board) 



34 







SECTION 4 
EXPLODED VIEWS 


CDC-R504MP/X504MP 


NOTE: 

• The mechanical parts with no reference 
number in the exploded views are not supplied. 

• Items marked are not stocked since 
they are seldom required for routine service. 
Some delay should be anticipated 

when ordering these items. 

• -XX and -X mean standai'dized parts, so 
they may have some difference from the 
original one. 


• Color Indication of Appearance Parts 
Example : 

KNOB, BALANCE (WHITE)... (RED) 

t t 

Parts Color Cabinet’s Color 

• Accessories are given in the last of this 
parts list. 

• Abbreviation 

CND: Canadian model 


The components identified by 
mark A or dotted line with mark 
A are critical for safety. 

Replace only with part number 
specified. 


Les composants identifies pai‘ Line 
marque A sont critiques pour 
la securite. 

Ne les remplacer que par une piece 
portant le numero specific. 


4-1. MAIN SECTION 



Ref. No. Part No. Description Remark 

1 X-3384-725-1 PANEL ASSY, SUB 

2 3-042-244-11 SCREW (T) 

3 X-3383-739-1 LOCK ASSY (S) 

4 3-376-464-11 SCREW (+Pn 2.6X6), GROUND POiNT 

5 A-3283-529-A MAiN BOARD, COMPLETE (X504MP:US,CND) 

5 A-3283-537-A MAiN BOARD, COMPLETE (X504MP:AEP,UK) 

5 A-3283-538-A MAiN BOARD, COMPLETE (R504MP) 

6 3-246-481-01 PLATE (TU), GROUND 


Ref. No. Part No. Description Remark 

7 1-776-206-21 CORD (WiTH CONNECTOR) (POWER) (US,CND) 

7 1-776-527-61 CORD (WiTH CONNECTOR) (iSO) (POWER) 

(AEPUK) 

FU601 1 -532-877-11 FUSE (BLADE TYPE) (AUTO FUSE) 10A 

TUI A-3220-959-A TUNER UNiT (TUX-032//Q) 

#1 7-685-792-09 SCREW +PTT 2.6X6 (S) 

#2 7-685-790-01 SCREW+PTT 2.6X4 (S) 
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CDC-R504MP/X504MP 


4-2. FRONT PANEL SECTION 



Ref. No. 

Part No. 

Descriolion Remark 

Ref. No. 

Part No. 

Descriolion Remark 

51 

X-3384-691-1 

BUTTON ASSY (S) (X504MP) 

58 

3-262-380-01 

ILLUMINATOR (LCD) 

51 

X-3384-708-1 

BUTTON ASSY (S) (R504MP) 

59 

3-262-374-01 

GUIDE (VOLUME), LIGHT 

52 

3-246-479-01 

SPRING (RELEASE) 

60 

1-861-209-11 

AUX BOARD 

53 

3-262-376-01 

GUIDE (CD), LIGHT 

61 

3-262-355-01 

PANEL, FRONT BACK 

54 

3-262-377-01 

FILTER (IR) 

62 

X-3384-688-1 

CASE ASSY (for FRONT PANEL) 

55 

3-262-353-21 

PANEL, FRONT (X504IVIP) 

63 

A-3372-840-A 

PANEL COMPLETE ASSY, FRONT (X504MP) 

55 

3-262-353-71 

PANEL, FRONT (R504I\/IP) 

63 

A-3372-872-A 

PANEL COMPLETE ASSY, FRONT (R504MP) 

56 

1-780-113-11 

CONDUCTIVE BOARD, CONNECTION 

LCD901 

1-805-519-11 

DISPLAY PANEL, LIOUID CRYSTAL 

57 

3-262-382-01 

SHEET (LCD), REFLECTION 

#3 

7-685-106-19 

SCREW +P 2X10 TYPE2 NON-SLIT 
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CDC-R504MP/X504MP 


4-3. CD MECHANISM SECTION (1) 
(MG-611MA-186//Q) 



Ref. No. 

Part No. 

Descriotion Remark 

Ref. No. 

Part No. 

Descriotion 

101 

A-3372-444-A 

CHASSIS (T) SUB ASSY 

107 

3-352-758-31 

SCREW (Ml.7), TOOTHED LOCK 

102 

3-253-729-11 

SPRING (LTR), TENSION COIL 

108 

A-3283-357-A 

SERVO BOARD, COMPLETE 

103 

3-257-892-11 

SPRING (DAMPER), COIL 

109 

X-3384-088-1 

LEVER (L) ASSY 

104 

3-257-892-01 

SPRING (DAMPER), COIL 

110 

X-3384-089-1 

LEVER (R) ASSY 

105 

3-253-695-11 

SPRING (KF), TENSION COIL 

#4 

7-627-552-87 

SCREW, PRECISION+P1.7X2.2 

106 

3-259-033-01 

DAMPER (S) 





Remark 
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CDC-R504MP/X504MP 


4-4. CD MECHANISM SECTION (2) 
(MG-611MA-186//Q) 



The components identified by 
mark A or dotted line with mark 
A are critical for safety. 

Replace only with part number 
specified. 


Les composants identifies par une 
marque A sont critiques pour 
la securite. 

Ne les remplacer que par une piece 
portant le numero specific. 


Ref. No. 

Part No. 

Descriotion Remark 

Ref. No. 

Part No. 

Description 

151 

A-3372-445-A 

CHASSIS (OP) COMPLETE ASSY 

157 

X-3384-090-2 

LEVER (SL) ASSY 

152 

3-316-938-91 

SCREW (B1.4X5), TAPPING 

158 

3-264-165-12 

SCREW 

A153 

8-820-207-02 

OPTICAL PICK-UP (KSS1000E/K1RP) 

M902 

A-3372-447-A 

MOTOR ASSY, SL (SLED) 

154 

A-3372-448-A 

CHASSIS (OP) SUB ASSY (Including M901) 

SW4 

1-571-099-11 

SWITCH (1 KEY) (LIMIT) 

155 

A-3372-449-A 

ARM SUB ASSY, CHUCKING 

#5 

7-627-850-77 

SCREW, PRECISION +P 1.4X1.8 

156 

A-3372-446-A 

LEVER (SL) SUB ASSY 





Remark 
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CDC-R504MP/X504MP 


4-5. CD MECHANISM SECTION (3) 
(MG-611MA-186//Q) 



Ref. No. 

Part No. 

Descriotion Remark 

Ref. No. 

Part No. 

Description 

201 

3-348-993-01 

WASHER 

208 

3-259-467-11 

BRACKET (LEM) 

202 

3-259-024-01 

WHEEL (RA),W0RM 

209 

3-345-648-91 

SCREW (Ml.4), TOOTHED LOCK 

203 

A-3372-441-A 

ARM ASSY, ROLLER 

210 

A-3372-450-A 

WORM (LEB) ASSY 

204 

3-259-455-11 

SPRING (RAL) 

211 

3-259-468-11 

BEARING (LEB) 

205 

3-253-713-11 

SPRING (RAR) 

M903 

A-3372-443-A 

MOTOR ASSY, LE (LOADING) 

206 

3-259-469-11 

SPRING (LE), LEAF 

#4 

7-627-552-87 

SCREW, PRECISION+P1.7X2.2 

207 

2-134-636-21 

SCREW (Ml.7X2.5) 





Remark 
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CDC-R504MP/X504MP 


4-6. CD MECHANISM SECTION (4) 
(MG-611MA-186//Q) 



Ref. No. 

Part No. 

Descriotion Remark 

Ref. No. 

Part No. Descriotion 

Remark 

251 

3-259-429-11 

WHEEL (LE),W0RM 

255 

3-899-829-01 WASHER (SLiT) 


252 

3-344-223-01 

WASHER 

256 

3-259-032-01 GEAR (LE2) 


253 

254 

3-259-470-11 
3-253-755-11 

GEAR (LE1) 

LEVER (D) 

257 

A-3337-998-A CHASSiS (M) BLOCK ASSY 
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SECTION 5 

ELECTRICAL PARTS LIST 


CDC-R504MP/X504MP 


AUX 


KEY 


NOTE: 

• Due to standardization, replacements in 
the parts list may be different from the 
parts specified in the diagrams or the 
components used on the set. 

• -XX and -X mean standardized parts, so 
they may have some difference from the 
original one. 

• RESISTORS 

All resistors are in ohms. 
METAL:Metal-film resistor. 

METAL OXIDE: Metal oxide-film resistor. 
F: nonflammable 

When indicating parts by reference 
number, please include the board. 


Items marked are not stocked since 

they are seldom required for routine sei^ice. 

Some delay should be anticipated 

when ordering these items. 

SEMICONDUCTORS 

In each case, u : p, for example: 

uA.. : pA.. uPA.. : pPA.. 

uPB.. : pPB.. uPC.. : pPC.. uPD.. : pPD.. 

CAPACITORS 

uF : pF 

COILS 

uH: pH 

Abbreviation 

CND: Canadian model 


The components identified by 
mark A or dotted line with mark 
A are critical for safety. 

Replace only with part number 
specified. 


Les composants identifies par une 
marque A sont critiques pour 
la securite. 

Ne les remplacer que pai' une piece 
portant le numero specifie. 


ef. No. 

Part No. 

Descriotion 



Remark 

Ref. No. 

Part No. 

Descriotion 

Remark 


1-861-209-11 

AUX BOARD 




JC905 

1-216-864-11 

METAL CHIP 0 5% 

1/10W 



********** 






< LIQUID CRYSTAL DISPLAY > 




< JACK > 




LCD901 

1-805-519-11 

DISPLAY PANEL, LIQUID CRYSTAL 


J601 

1-817-308-11 

JACK (AUX IN) 








************************************************************ 



<DIDDE> 




KEY BOARD 




LED901 

6-500-476-01 

LED SML310BAin86(MENU) 




********** 




LED902 

6-500-476-01 

LED SML310BAin86(MENU) 








LED903 

6-500-476-01 

LED SML310BAin86(OFF) 



1-780-113-11 

CONDUCTIVE BOARD, CONNECTION 


LED904 

6-500-476-01 

LED SML310BA1TT86 



3-262-380-01 

ILLUMINATOR (LCD) 







3-262-382-01 

SHEET (LCD), REFLECTION 



LED905 

6-500-476-01 

LED SML310BAin86(1) 




< CAPACITOR > 




LED906 

6-500-476-01 

LED SML310BAin86(MENU) 








LED907 

6-500-476-01 

LED SML310BAin86(PTY,AF/TA) 


C901 

1-162-968-11 

CERAMIC CHIP 

0.0047UF 

10% 

50V 

LED908 

6-500-476-01 

LED SML310BAin86(MENU) 


C902 

1-162-968-11 

CERAMIC CHIP 

0.0047UF 

10% 

50V 

LED909 

6-500-476-01 

LED SML310BAin86(4) 


C903 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

LED910 

6-500-476-01 

LED SML310BAin86(3) 


C904 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 





C905 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

LED911 

6-500-476-01 

LED SML310BAin86(2) 








LED912 

6-500-476-01 

LED SML310BAin86(5) 


C906 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

LED913 

6-500-476-01 

LED SML310BAin86(6) 


C971 

1-115-156-11 

CERAMIC CHIP 

luF 


10V 

LED914 

6-500-476-01 

LED SML310BAin86(An) 


C991 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

LED915 

6-500-476-01 

LED SML310BAin86(EQ) 


C992 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 





C993 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

LED916 

6-500-476-01 

LED SML310BAin86(DSPL) 








LED917 

6-500-476-01 

LED SML310BAin86(H-BASS) 


C994 

1-162-964-11 

CERAMIC CHIP 

0.001 uF 

10% 

50V 

LED918 

6-500-476-01 

LED SML310BAin86(BTM/SENS) 


C995 

1-127-715-11 

CERAMIC CHIP 

0.22uF 

10% 

16V 

LED919 

6-500-476-01 

LED SML310BAin86(SQURCE,MDDE) 

C996 

1-115-156-11 

CERAMIC CHIP 

luF 


10V 

LED920 

6-500-476-01 

LED SML310BA1TT86 (±) 




< CONNECTOR > 




LED921 

6-500-855-01 

LED CL-490S-WF-SD-TS (LCD BACK LIGHT) 







LED922 

6-500-855-01 

LED CL-490S-WF-SD-TS (LCD BACK LIGHT) 

CN901 

1-817-332-11 

PLUG, CONNECTOR 15P 















<TRANSISTDR> 




< DIODE > 




0901 

8-729-120-28 

TRANSISTQR 2SC1623-L5L6 


D901 

6-500-886-01 

DIODE RSA6.1ENTR 







D902 

8-719-978-33 

DIODE DTZ-TT11 

-6.8B 





< RESISTDR> 


D904 

8-719-978-33 

DIODE DTZ-TT11 

-6.8B 







D991 

8-719-069-54 

DIODE UDZS-TE17-5.1B 



R901 

1-216-194-00 

METAL CHIP 680 5% 

1/8W 

D992 

8-719-404-50 

DIODE MA111-TX 



R902 

1-216-819-11 

METAL CHIP 680 5% 

1/10W 







R903 

1-216-194-00 

METAL CHIP 680 5% 

1/8W 



< IC> 




R904 

1-216-819-11 

METAL CHIP 680 5% 

1/10W 







R905 

1-216-819-11 

METAL CHIP 680 5% 

1/10W 

IC901 

6-705-180-01 

1C LC75827W 








IC971 

6-600-163-01 

1C RS-770 (IR) 




R906 

1-216-821-11 

METAL CHIP IK 5% 

1/10W 







R907 

1-216-823-11 

METAL CHIP 1.5K 5% 

1/10W 



< JUMPER RESISTOR > 



R908 

1-216-823-11 

METAL CHIP 1.5K 5% 

1/10W 







R909 

1-216-825-11 

METAL CHIP 2.2K 5% 

1/10W 

JC903 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R910 

1-216-194-00 

METAL CHIP 680 5% 

1/8W 
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CDC-R504MP/X504MP 


KEY 


MAIN 


ef. No. 

Part No. 

Descriotion 



Remark 

Ref. No. 

Part No. 

Descriotion 



Remark 

R911 

1-216-819-11 

METAL CHIP 

680 

5% 

1/10W 

S915 

1-771-884-31 

SWITCH, TACTILE (ATT) 



R912 

1-216-819-11 

METAL CHIP 

680 

5% 

1/10W 

S916 

1-771-884-31 

SWITCH, TACTILE (MODE) 



R913 

1-216-821-11 

METAL CHIP 

IK 

5% 

1/10W 

S917 

1-771-884-31 

SWITCH, TACTILE (BTM/SENS) 


R914 

1-216-823-11 

METAL CHIP 

1.5K 

5% 

1/10W 

S918 

1-771-884-31 

SWITCH, TACTILE (6/ALBUM +) 


R915 

1-216-823-11 

METAL CHIP 

1.5K 

5% 

1/10W 

S919 

1-771-884-31 

SWITCH, TACTILE (5/ALBUM 

-) 


R916 

1-216-825-11 

METAL CHIP 

2.2K 

5% 

1/10W 

S920 

1-771-884-31 

SWITCH, TACTILE (4/SHUF) 



R917 

1-216-827-11 

METAL CHIP 

3.3K 

5% 

1/10W 


R918 

1-218-867-11 

METAL CHIP 

6.8K 

5% 

1/10W 







R919 

1-216-825-11 

METAL CHIP 

2.2K 

5% 

1/10W 


A-3283-529-A 

MAIN BOARD, COMPLETE (X504MP:US,CND) 

R920 

1-216-825-11 

METAL CHIP 

2.2K 

5% 

1/10W 


A-3283-537-A 

MAIN BOARD, COMPLETE (X504MP:AEP,UK) 








A-3283-538-A 

MAIN BOARD, COMPLETE (R504MP) 


R921 

1-216-017-00 

RES-CHIP 

47 

5% 

1/10W 






R922 

1-216-295-11 

SHORT CHIP 

0 









R931 

1-216-033-00 

METAL CHIP 

220 

5% 

1/10W 


7-685-134-19 

SCREW +P 2.6X8 TYPE2 NON-SLIT 


R932 

1-216-033-00 

METAL CHIP 

220 

5% 

1/10W 


7-685-793-09 

SCREW +PTT 2.6X8 (S) 



R933 

1-216-033-00 

METAL CHIP 

220 

5% 

1/10W 


7-685-795-09 

SCREW+PTT 2.6X12 (S) 



R934 

1-216-033-00 

METAL CHIP 

220 

5% 

1/10W 



< CAPACITOR > 




R935 

1-216-033-00 

METAL CHIP 

220 

5% 

1/10W 







R936 

1-216-033-00 

METAL CHIP 

220 

5% 

1/10W 

Cl 

1-162-964-11 

CERAMIC CHIP 

0.001 uF 

10% 

50V 

R937 

1-216-033-00 

METAL CHIP 

220 

5% 

1/10W 






(R504MP) 

R938 

1-216-033-00 

METAL CHIP 

220 

5% 

1/10W 

C2 

1-162-964-11 

CERAMIC CHIP 

0.001 uF 

10% 

50V 

(R504MP) 

R939 

1-216-033-00 

METAL CHIP 

220 

5% 

1/10W 

C3 

1-126-963-11 

ELECT 

4.7uF 

20% 

50V 

R940 

1-216-033-00 

METAL CHIP 

220 

5% 

1/10W 






(R504MP) 

R950 

1-216-808-11 

METAL CHIP 

82 

5% 

1/10W 

C4 

1-126-947-11 

ELECT 

47uF 

20% 

16V 

R951 

1-216-821-11 

METAL CHIP 

IK 

5% 

1/10W 

C5 

1-126-947-11 

ELECT 

47uF 

20% 

16V 

R952 

1-216-824-11 

METAL CHIP 

1.8K 

5% 

1/10W 

C6 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

R953 

1-216-824-11 

METAL CHIP 

1.8K 

5% 

1/10W 

C7 

1-164-230-11 

CERAMIC CHIP 

220PF 

5% 

50V 

R971 

1-216-049-11 

RES-CHIP 

IK 

5% 

1/10W 

C8 

1-164-230-11 

CERAMIC CHIP 

220PF 

5% 

50V 

R972 

1-216-821-11 

METAL CHIP 

IK 

5% 

1/10W 

C9 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

R981 

1-216-295-11 

SHORT CHIP 

0 



C51 

1-126-947-11 

ELECT 

47uF 

20% 

16V 

R982 

1-216-295-11 

SHORT CHIP 

0 








(R504MP) 

R983 

1-216-295-11 

SHORT CHIP 

0 



C52 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

R984 

1-216-801-11 

METAL CHIP 

22 

5% 

1/10W 






(R504MP) 

R985 

1-216-801-11 

METAL CHIP 

22 

5% 

1/10W 

C53 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

R986 

1-216-801-11 

METAL CHIP 

22 

5% 

1/10W 






(R504MP) 

R987 

1-216-811-11 

METAL CHIP 

150 

5% 

1/10W 

C54 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

(R504MP) 

R988 

1-216-811-11 

METAL CHIP 

150 

5% 

1/10W 

C55 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

R991 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 






(R504MP) 

R992 

1-216-840-11 

METAL CHIP 

39K 

5% 

1/10W 

C56 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

R993 

1-216-857-11 

METAL CHIP 

1M 

5% 

1/10W 






(R504MP) 

R994 

1-216-827-11 

METAL CHIP 

3.3K 

5% 

1/10W 

C57 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

R995 

1-216-827-11 

METAL CHIP 

3.3K 

5% 

1/10W 






(R504MP) 

R996 

1-216-827-11 

METAL CHIP 

3.3K 

5% 

1/10W 

C58 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

(R504MP) 



< SWITCH > 




C59 

1-162-918-11 

CERAMIC CHIP 

18PF 

5% 

50V 

(R504MP) 

S901 

1-771-884-31 

SWITCH, TACTILE 

(^) 



C60 

1-162-918-11 

CERAMIC CHIP 

18PF 

5% 

50V 

S902 

1-771-884-31 

SWITCH, TACTILE (OFF) 








(R504MP) 

S903 

1-771-884-31 

SWITCH, TACTILE (SOURCE) 



C62 

1-162-959-11 

CERAMIC CHIP 

330PF 

5% 

50V 

S904 

1-771-884-31 

SWITCH, TACTILE (3/REP) 








(R504MP) 

S905 

1-771-884-31 

SWITCH, TACTILE (2) 















C301 

1-128-551-11 

ELECT 

22uF 

20% 

25V 

S906 

1-771-884-31 

SWITCH, TACTILE (1) 



C302 

1-128-551-11 

ELECT 

22uF 

20% 

25V 

S907 

1-771-884-31 

SWITCH, TACTILE (AF/TA) 



C303 

1-128-551-11 

ELECT 

22uF 

20% 

25V 

S908 

1-771-884-31 

SWITCH, TACTILE (PTY) 



C304 

1-104-665-11 

ELECT 

lOOuF 

20% 

10V 

S909 

1-771-884-31 

SWITCH, TACTILE (SEEK ◄◄!◄◄-) 


C305 

1-164-230-11 

CERAMIC CHIP 

220PF 

5% 

50V 

S910 

1-771-884-31 

SWITCH, TACTILE (SEEK + ►>!►►) 














C307 

1-164-230-11 

CERAMIC CHIP 

220PF 

5% 

50V 

S911 

1-478-474-11 

ENCODER, ROTARY (VOLUME,PUSH-MENU) 

C308 

1-128-551-11 

ELECT 

22uF 

20% 

25V 

S912 

1-771-884-31 

SWITCH, TACTILE (DSPL) 



C309 

1-164-230-11 

CERAMIC CHIP 

220PF 

5% 

50V 

S913 

1-771-884-31 

SWITCH, TACTILE (H-BASS) 



C310 

1-164-230-11 

CERAMIC CHIP 

220PF 

5% 

50V 

S914 

1-771-884-31 

SWITCH, TACTILE (EO) 



C333 

1-163-251-11 

CERAMIC CHIP 

100PF 

5% 

50V 
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C334 

1-163-251-11 

CERAMIC CHIP 

100PF 

5% 

50V 

C624 

1-164-161-11 

CERAMIC CHIP 

0.0022UF 

10% 

100V 

C401 

1-125-837-11 

CERAMIC CHIP 

luF 

10% 

6.3V 

C625 

1-164-161-11 

CERAMIC CHIP 

0.0022UF 

10% 

100V 

C402 

1-125-837-11 

CERAMIC CHIP 

luF 

10% 

6.3V 

C626 

1-164-161-11 

CERAMIC CHIP 

0.0022UF 

10% 

100V 

C403 

1-127-715-11 

CERAMIC CHIP 

0.22uF 

10% 

16V 

C627 

1-164-161-11 

CERAMIC CHIP 

0.0022UF 

10% 

100V 

C404 

1-127-715-11 

CERAMIC CHIP 

0.22uF 

10% 

16V 

C628 

1-164-161-11 

CERAMIC CHIP 

0.0022UF 

10% 

100V 

C405 

1-126-960-11 

ELECT 

luF 

20% 

50V 

C629 

1-164-161-11 

CERAMIC CHIP 

0.0022UF 

10% 

100V 

C406 

1-126-960-11 

ELECT 

luF 

20% 

50V 

C630 

1-164-161-11 

CERAMIC CHIP 

0.0022UF 

10% 

100V 

C407 

1-126-964-11 

ELECT 

lOuF 

20% 

50V 

C631 

1-164-161-11 

CERAMIC CHIP 

0.0022UF 

10% 

100V 

C408 

1-127-715-11 

CERAMIC CHIP 

0.22uF 

10% 

16V 

C632 

1-126-961-11 

ELECT 


2.2uF 

20% 

50V 

C409 

1-127-715-11 

CERAMIC CHIP 

0.22uF 

10% 

16V 

C701 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 

C410 

1-127-715-11 

CERAMIC CHIP 

0.22uF 

10% 

16V 

C703 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 

C411 

1-127-715-11 

CERAMIC CHIP 

0.22uF 

10% 

16V 

C704 

1-126-934-11 

ELECT 


220uF 

20% 

10V 

C412 

1-126-947-11 

ELECT 

47uF 

20% 

16V 

C731 

1-162-965-11 

CERAMIC CHIP 

0.0015UF 

10% 

50V 

C415 

1-125-837-11 

CERAMIC CHIP 

luF 

10% 

6.3V 

C732 

1-162-965-11 

CERAMIC CHIP 

0.0015UF 

10% 

50V 

C416 

1-125-837-11 

CERAMIC CHIP 

luF 

10% 

6.3V 

C750 

1-115-340-11 

CERAMIC CHIP 

0.22uF 

10% 

25V 

C419 

1-162-966-11 

CERAMIC CHIP 

0.0022UF 

10% 

50V 

C751 

1-115-340-11 

CERAMIC CHIP 

0.22uF 

10% 

25V 

C420 

1-162-966-11 

CERAMIC CHIP 

0.0022UF 

10% 

50V 

C753 

1-128-551-11 

ELECT 


22uF 

20% 

25V 

C425 

1-164-156-11 

CERAMIC CHIP 

0.1 uF 


25V 

C754 

1-126-961-11 

ELECT 


2.2uF 

20% 

50V 

C426 

1-164-156-11 

CERAMIC CHIP 

0.1 uF 


25V 

C755 

1-162-923-11 

CERAMIC CHIP 

47PF 

5% 

50V 

C427 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

C756 

1-127-715-11 

CERAMIC CHIP 

0.22uF 

10% 

16V 

C428 

1-164-156-11 

CERAMIC CHIP 

0.1 uF 


25V 

C758 

1-126-964-11 

ELECT 


lOuF 

20% 

50V 

C429 

1-164-156-11 

CERAMIC CHIP 

0.1 uF 


25V 

C759 

1-126-964-11 

ELECT 


lOuF 

20% 

50V 

C430 

1-125-889-11 

CERAMIC CHIP 

2.2uF 

10% 

10V 

C760 

1-104-665-11 

ELECT 


lOOuF 

20% 

10V 

C431 

1-126-964-11 

ELECT 

lOuF 

20% 

50V 

C761 

1-126-964-11 

ELECT 


lOuF 

20% 

50V 

C432 

1-125-891-11 

CERAMIC CHIP 

0.47uF 

10% 

10V 

C764 

1-165-822-11 

CERAMIC CHIP 

luF 


25V 

C441 

1-126-964-11 

ELECT 

lOuF 

20% 

50V 

C765 

1-165-822-11 

CERAMIC CHIP 

luF 


25V 

C442 

1-125-891-11 

CERAMIC CHIP 

0.47uF 

10% 

10V 

C766 

1-165-822-11 

CERAMIC CHIP 

luF 


25V 

C451 

1-126-964-11 

ELECT 

lOuF 

20% 

50V 








C452 

1-125-891-11 

CERAMIC CHIP 

0.47uF 

10% 

10V 



< CONNECTOR > 




C461 

1-126-964-11 

ELECT 

lOuF 

20% 

50V 














CN301 

1-817-536-11 

CONNECTOR, BOARD TO BOARD 28P 


C462 

1-125-891-11 

CERAMIC CHIP 

0.47uF 

10% 

10V 

CN601 

1-774-701-21 

PIN, CONNECTOR 16P 



C471 

1-126-964-11 

ELECT 

lOuF 

20% 

50V 

CN701 

1-817-333-11 

SOCKET, CONNECTOR 15P 



C481 

1-126-964-11 

ELECT 

lOuF 

20% 

50V 








C491 

1-126-947-11 

ELECT 

47uF 

20% 

16V 



< DIODE > 




C492 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 














D1 

8-719-069-55 

DIODE 

UDZS-TE17-5.6B 



C501 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

D301 

8-719-041-79 

DIODE 

MA721WA-TX 



C502 

1-162-964-11 

CERAMIC CHIP 

0.001 uF 

10% 

50V 

D401 

8-719-062-51 

DIODE 

1PS226-115 



C503 

1-104-665-11 

ELECT 

lOOuF 

20% 

10V 

D402 

6-500-697-01 

DIODE 

UDZS-TE17-3.3B 



C504 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

D491 

8-719-069-55 

DIODE 

UDZS-TE17-5.6B 



C507 

1-162-917-11 

CERAMIC CHIP 

15PF 

5% 

50V 














D492 

8-719-404-50 

DIODE 

MA111-TX 



C508 

1-162-917-11 

CERAMIC CHIP 

15PF 

5% 

50V 

D503 

8-719-040-04 

DIODE 

MA721WK-(TX) 



C509 

1-162-966-11 

CERAMIC CHIP 

0.0022UF 

10% 

50V 

D580 

8-719-056-84 

DIODE 

UDZ-TE-17-7.5B 



C510 

1-162-970-11 

CERAMIC CHIP 

O.OluF 

10% 

25V 

D581 

8-719-083-66 

DIODE 

UDZS-TE17-18B 



C511 

1-126-947-11 

ELECT 

47uF 

20% 

16V 

D586 

8-719-050-84 

DIODE 

RB441Q-40T-77 



C512 

1-162-964-11 

CERAMIC CHIP 

0.001 uF 

10% 

50V 














D587 

8-719-050-84 

DIODE 

RB441Q-40T-77 



C513 

1-162-970-11 

CERAMIC CHIP 

O.OluF 

10% 

25V 

D601 

8-719-049-38 

DIODE 

1N5404TU 



C514 

1-162-964-11 

CERAMIC CHIP 

0.001 uF 

10% 

50V 

D609 

8-719-978-33 

DIODE 

DTZ-TT11-6.8B 



C515 

1-164-315-11 

CERAMIC CHIP 

470PF 

5% 

50V 

D651 

8-719-083-66 

DIODE 

UDZS-TE17-18B(AEP,UK) 


C516 

1-162-964-11 

CERAMIC CHIP 

0.001 uF 

10% 

50V 

D702 

8-719-109-97 

DIODE 

RD6.8ES-B2 








(R504MP) 








C517 

1-162-964-11 

CERAMIC CHIP 

0.001 uF 

10% 

50V 

D703 

8-719-109-97 

DIODE 

RD6.8ES-B2 









D711 

6-500-886-01 

DIODE 

RSA6.1ENTR 



C601 

1-131-868-81 

ELECT 

3300uF 

20% 

16V 

D712 

6-500-886-01 

DIODE 

RSA6.1ENTR 



C602 

1-165-319-11 

CERAMIC CHIP 

O.luF 


50V 

D731 

8-719-062-51 

DIODE 

1PS226-115 



C617 

1-163-009-11 

CERAMIC CHIP 

0.001 uF 

10% 

50V 

D751 

8-719-970-02 

DIODE 

1 SRI 39-400 



C618 

1-163-009-11 

CERAMIC CHIP 

0.001 uF 

10% 

50V 








C621 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

D752 

8-719-970-02 

DIODE 

1 SRI 39-400 









D753 

8-719-970-02 

DIODE 

1 SRI 39-400 



C622 

1-125-710-11 

DOUBLE LAYERS 

0.1 F 


5.5V 

D754 

8-719-970-02 

DIODE 

1 SRI 39-400 



C623 

1-104-665-11 

ELECT 

lOOuF 

20% 

10V 

D755 

8-719-970-02 

DIODE 

1 SRI 39-400 
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D756 

8-719-970-02 

DIODE 1 SRI 39-400 



Q51 

8-729-027-23 

TRANSISTOR 

DTA114EKA-T146(R504MP) 

D757 

8-719-970-02 

DIODE 1 SRI 39-400 



Q52 

8-729-027-43 

TRANSISTOR 

DTC114EKA-T146(R504MP) 

D758 

8-719-970-02 

DIODE 1 SRI 39-400 



0401 

8-729-422-33 

TRANSISTOR 

2SD601A-0-TX 


D759 

8-719-970-02 

DIODE 1 SRI 39-400 



0402 

8-729-027-23 

TRANSISTOR 

DTA114EKA-T146 


D760 

8-719-970-02 

DIODE 1 SRI 39-400 



0403 

8-729-035-74 

TRANSISTOR 

FMG4AT148 



D761 

8-719-970-02 

DIODE 1 SRI 39-400 



0431 

6-550-752-01 

TRANSISTOR 

DTC614TKT146 


D762 

8-719-970-02 

DIODE 1 SRI 39-400 



0441 

6-550-752-01 

TRANSISTOR 

DTC614TKT146 








0451 

6-550-752-01 

TRANSISTOR 

DTC614TKT146 




<IC> 




0461 

6-550-752-01 

TRANSISTOR 

DTC614TKT146 








0471 

6-550-752-01 

TRANSISTOR 

DTC614TKT146 


IC51 

6-803-747-01 

1C TDA7333-013TR(R504MP) 








IC401 

6-705-518-01 

1C BD3809FS-FE2 



0481 

6-550-752-01 

TRANSISTOR 

DTC614TKT146 


IC501 

6-804-065-01 

1C WINIOIEOIKSH 



0491 

8-729-027-43 

TRANSISTOR 

DTC114EKA-T146 


IC602 

8-759-659-13 

1C PST3428UL 




0492 

8-729-027-23 

TRANSISTOR 

DTA114EKA-T146 


IC750 

6-705-360-01 

1C TDA8588BJ/N2 



0503 

8-729-027-23 

TRANSISTOR 

DTA114EKA-T146 








0580 

8-729-027-43 

TRANSISTOR 

DTC114EKA-T146 




< JACK > 
















0581 

1-801-806-11 

TRANSISTOR 

DTC144EKA 



J1 

1-815-185-13 

JACK (ANTENNA) 




0582 

8-729-120-28 

TRANSISTOR 

2SC1623-L5L6 


J331 

1-774-698-11 

JACK, PIN2P (AUDIO OUT REAR) 


0631 

8-729-120-28 

TRANSISTOR 

2SC1623-L5L6 








0651 

8-729-120-28 

TRANSISTOR 

2SC1623-L5L6 (AERUK) 



< JUMPER RESISTOR > 

















< RESISTOR > 




JC2 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 







JC6 

1-216-296-11 

SHORT CHIP 

0 



R1 

1-216-821-11 

METAL CHIP 

IK 

5% 

1/10W 

JC7 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R4 

1-216-839-11 

METAL CHIP 

33K 

5% 

1/10W 

JC10 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R5 

1-216-843-11 

METAL CHIP 

68K 

5% 

1/10W 

JC11 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R6 

1-216-839-11 

METAL CHIP 

33K 

5% 

1/10W 












(R504MP) 

JC13 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R7 

1-216-843-11 

METAL CHIP 

68K 

5% 

1/10W 

JC14 

1-216-296-11 

SHORT CHIP 

0 








(R504MP) 

JC17 

1-216-296-11 

SHORT CHIP 

0 









JC18 

1-216-296-11 

SHORT CHIP 

0 



R7 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

JC19 

1-216-296-11 

SHORT CHIP 

0 








(X504MP) 







R8 

1-216-839-11 

METAL CHIP 

33K 

5% 

1/10W 

JC20 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 






(R504MP) 

JC22 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R9 

1-216-843-11 

METAL CHIP 

68K 

5% 

1/10W 

JC24 

1-216-296-11 

SHORT CHIP 

0 








(R504MP) 

JC25 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R9 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

JC26 

1-216-296-11 

SHORT CHIP 

0 








(X504MP) 







RIO 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 



<COIL> 









(R504MP) 

L1 

1-469-844-11 

INDUCTOR 

2.2uH 



R15 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

L302 

1-469-876-11 

INDUCTOR, FERRITE BEAD 



R16 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

L303 

1-469-876-11 

INDUCTOR, FERRITE BEAD 



R51 

1-414-595-11 

INDUCTOR, FERRITE BEAD (R504MP) 

L304 

1-500-245-11 

INDUCTOR, FERRITE BEAD 



R52 

1-414-595-11 

INDUCTOR, FERRITE BEAD (R504MP) 

L305 

1-500-245-11 

INDUCTOR, FERRITE BEAD 



R53 

1-216-801-11 

METAL CHIP 

22 

5% 

1/10W 












(R504MP) 

L306 

1-500-245-11 

INDUCTOR, FERRITE BEAD 









L307 

1-469-876-11 

INDUCTOR, FERRITE BEAD 



R54 

1-216-833-11 

METAL CHIP 

10K 

5% 

1/10W 

L308 

1-469-876-11 

INDUCTOR, FERRITE BEAD 








(R504MP) 

L309 

1-500-245-11 

INDUCTOR, FERRITE BEAD 



R55 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

L310 

1-469-876-11 

INDUCTOR, FERRITE BEAD 








(R504MP) 







R56 

1-414-595-11 

INDUCTOR, FERRITE BEAD (R504MP) 

L372 

1-469-876-11 

INDUCTOR, FERRITE BEAD 



R57 

1-414-595-11 

INDUCTOR, FERRITE BEAD (R504MP) 

L373 

1-500-245-11 

INDUCTOR, FERRITE BEAD 



R58 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

L374 

1-500-245-11 

INDUCTOR, FERRITE BEAD 








(R504MP) 

L501 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 







L502 

1-500-245-11 

INDUCTOR, FERRITE BEAD 



R59 

1-216-797-11 

METAL CHIP 

10 

5% 

1/10W 












(R504MP) 

L601 

1-456-617-11 

COIL, CHOKE 

250uH 



R61 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

L731 

1-410-509-11 

INDUCTOR 

lOuH 








(R504MP) 







R303 

1-216-296-11 

SHORT CHIP 

0 





< TRANSISTOR > 




R401 

1-216-825-11 

METAL CHIP 

2.2K 

5% 

1/10W 







R402 

1-216-825-11 

METAL CHIP 

2.2K 

5% 

1/10W 

Q1 

8-729-106-68 

TRANSISTOR 2SD1615A-GP 









Q3 

8-729-027-43 

TRANSISTOR DTC114EKA-T146 

(R504MP) 

R405 

1-218-881-11 

METAL CHIP 

27K 

0.5% 

1/10W 
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CDC-R504MP/X504MP 


MAIN 


Ref. No. 

Part No. 

Descriotion 



Remark 

Ref. No. 

Part No. 

Descriotion 



Remark 

R406 

1-216-811-11 

METAL CHIP 

150 

5% 

1/10W 

R537 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R407 

1-216-811-11 

METAL CHIP 

150 

5% 

1/10W 






(X504MP) 

R408 

1-216-811-11 

METAL CHIP 

150 

5% 

1/10W 

R538 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R409 

1-216-811-11 

METAL CHIP 

150 

5% 

1/10W 






(R504MP) 

R410 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

R539 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 







R540 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R411 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

R541 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R413 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 







R414 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R543 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R415 

1-216-857-11 

METAL CHIP 

1M 

5% 

1/1OW 

R544 

1-216-821-11 

METAL CHIP 

IK 

5% 

1/10W 

R416 

1-216-832-11 

METAL CHIP 

8.2K 

5% 

1/10W 

R547 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 







R549 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R417 

1-216-827-11 

METAL CHIP 

3.3K 

5% 

1/10W 





(X504MP:AEP,UK) 

R418 

1-216-833-11 

METAL CHIP 

10K 

5% 

1/10W 

R551 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R419 

1-216-857-11 

METAL CHIP 

1M 

5% 

1/1 OW 




(R504MP/X504MP:US,CND) 

R428 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 







R429 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R552 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 







R556 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R431 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

R557 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

R432 

1-216-841-11 

METAL CHIP 

47K 

5% 

1/10W 

R558 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R433 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 






(X504MP) 

R441 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

R559 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R442 

1-216-841-11 

METAL CHIP 

47K 

5% 

1/10W 













R560 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R443 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 






(US.CND) 

R451 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

R563 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R452 

1-216-841-11 

METAL CHIP 

47K 

5% 

1/10W 

R564 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R453 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 






(AEPUK) 

R461 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

R565 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 







R566 

1-218-871-11 

METAL CHIP 

10K 

0.5% 

1/10W 

R462 

1-216-841-11 

METAL CHIP 

47K 

5% 

1/10W 







R463 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R567 

1-216-833-11 

METAL CHIP 

10K 

5% 

1/10W 

R471 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 






(R504MP) 

R472 

1-216-841-11 

METAL CHIP 

47K 

5% 

1/10W 

R573 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R481 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

R579 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 







R582 

1-216-821-11 

METAL CHIP 

IK 

5% 

1/10W 

R482 

1-216-841-11 

METAL CHIP 

47K 

5% 

1/10W 

R583 

1-216-821-11 

METAL CHIP 

IK 

5% 

1/10W 

R491 

1-216-857-11 

METAL CHIP 

1M 

5% 

1/10W 







R492 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R584 

1-216-849-11 

METAL CHIP 

220K 

5% 

1/10W 

R493 

1-216-805-11 

METAL CHIP 

47 

5% 

1/10W 

R585 

1-216-849-11 

METAL CHIP 

220K 

5% 

1/10W 

R501 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R591 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 







R592 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R502 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 






(R504MP) 

R503 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

R593 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R504 

1-218-871-11 

METAL CHIP 

10K 

0.5% 

1/10W 







R505 

1-218-871-11 

METAL CHIP 

10K 

0.5% 

1/10W 

R595 

1-216-833-11 

METAL CHIP 

10K 

5% 

1/10W 

R506 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R596 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 







R609 

1-249-417-11 

CARBON 

IK 

5% 

1/4W 

R508 

1-216-813-11 

METAL CHIP 

220 

5% 

1/10W 

R631 

1-249-425-11 

CARBON 

4.7K 

5% 

1/4W 

R509 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R632 

1-216-841-11 

METAL CHIP 

47K 

5% 

1/10W 

R510 

1-216-801-11 

METAL CHIP 

22 

5% 

1/10W 







R511 

1-216-801-11 

METAL CHIP 

22 

5% 

1/10W 

R633 

1-216-841-11 

METAL CHIP 

47K 

5% 

1/10W 

R512 

1-216-801-11 

METAL CHIP 

22 

5% 

1/10W 

R634 

1-216-829-11 

METAL CHIP 

4.7K 

5% 

1/10W 







R636 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R513 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R651 

1-216-821-11 

METAL CHIP 

IK 

5% 

1/10W 

R514 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 






(AEPUK) 

R518 

1-249-417-11 

CARBON 

IK 

5% 

1/4W 

R652 

1-249-437-11 

CARBON 

47K 

5% 

1/4W 

R520 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 






(AEPUK) 

R521 

1-216-825-11 

METAL CHIP 

2.2K 

5% 

1/10W 













R653 

1-216-833-11 

METAL CHIP 

10K 

5% 

1/10W 

R522 

1-216-825-11 

METAL CHIP 

2.2K 

5% 

1/10W 






(AEPUK) 

R528 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R654 

1-216-833-11 

METAL CHIP 

10K 

5% 

1/10W 

R530 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R701 

1-249-401-11 

CARBON 

47 

5% 

1/4W 

R531 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R731 

1-249-417-11 

CARBON 

IK 

5% 

1/4W 

R532 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R732 

1-249-417-11 

CARBON 

IK 

5% 

1/4W 

R534 

1-216-833-11 

METAL CHIP 

10K 

5% 

1/10W 

R733 

1-216-834-11 

METAL CHIP 

12K 

5% 

1/10W 

R535 

1-216-845-11 

METAL CHIP 

100K 

5% 

1/10W 

R734 

1-216-834-11 

METAL CHIP 

12K 

5% 

1/10W 







R735 

1-216-820-11 

METAL CHIP 

820 

5% 

1/10W 
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CDC-R504MP/X504MP 


MAIN 


SENSOR 



ef. No. 

Part No. 

Descriotion 



Remark 

Ref. No. 

Part No. 

DescriDtIon 



Remark 

R752 

1-216-809-11 

METAL CHIP 

100 

5% 

1/10W 

C38 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

R756 

1-216-841-11 

METAL CHIP 

47K 

5% 

1/10W 

C39 

1-162-927-11 

CERAMIC CHIP 

100PF 

5% 

50V 







C40 

1-162-969-11 

CERAMIC CHIP 

0.0068UF 

10% 

25V 



< SWITCH > 




C41 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 







C42 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

S702 

1-692-431-21 

SWITCH, TACTILE (RESET) 















C43 

1-125-837-11 

CERAMIC CHIP 

luF 

10% 

6.3V 



<TUNER> 




C44 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 







C45 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

TU1 

A-3220-959-A 

TUNER UNIT (TUX-032//Q) 



C46 

1-162-965-11 

CERAMIC CHIP 

0.0015UF 

10% 

50V 







C47 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 



< VIBRATOR > 




C48 

1-104-609-11 

ELECT CHIP 

lOOuF 

20% 

4V 

X51 

1-813-173-11 

VIBRATOR, CRYSTAL (8.664MHz) (R504MP) 

C49 

1-125-837-11 

CERAMIC CHIP 

luF 

10% 

6.3V 

X501 

1-813-160-11 

VIBRATOR, CERAMIC (27MHz) 


C50 

1-125-837-11 

CERAMIC CHIP 

luF 

10% 

6.3V 

X502 

1-813-202-11 

VIBRATOR, CRYSTAL (32.768kHz) 


C51 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 

************************************************************ 

C52 

1-100-381-11 

ELECT CHIP 

lOuF 

20% 

16V 



SENSOR BOARD 




C53 

1-100-381-11 

ELECT CHIP 

lOuF 

20% 

16V 



**********=!= 




C54 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 







C55 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 



< SWITCH > 




C56 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 







C57 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 

SW2 

1-529-566-61 

SWITCH, PUSH (1 KEY) (SELF) 








SW3 

1-529-566-61 

SWITCH, PUSH (1 KEY) (DISC IN) 


C58 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

************************************************************ 

C59 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 







C60 

1-100-381-11 

ELECT CHIP 

lOuF 

20% 

16V 


A-3283-357-A 

SERVO BOARD, COMPLETE 



C63 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 



********************** 



C64 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 



< CAPACITOR > 




C65 

1-126-208-21 

ELECT CHIP 

47uF 

20% 

4V 







C66 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 

C1 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

C67 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

C2 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

C74 

1-126-208-21 

ELECT CHIP 

47uF 

20% 

4V 

C3 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

C75 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

C4 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 







C5 

1-107-826-11 

CERAMIC CHIP 

0.1 uF 

10% 

16V 

C77 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 







C79 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

C6 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

C81 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

C7 

1-162-962-11 

CERAMIC CHIP 

470PF 

10% 

50V 

C83 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

C8 

1-162-962-11 

CERAMIC CHIP 

470PF 

10% 

50V 

C85 

1-125-837-11 

CERAMIC CHIP 

luF 

10% 

6.3V 

C10 

1-104-609-11 

ELECT CHIP 

lOOuF 

20% 

4V 







C11 

1-107-826-11 

CERAMIC CHIP 

0.1 uF 

10% 

16V 

C86 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 







C91 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

C13 

1-162-965-11 

CERAMIC CHIP 

0.0015UF 

10% 

50V 

C92 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

C14 

1-162-965-11 

CERAMIC CHIP 

0.0015UF 

10% 

50V 

Cl 07 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

C16 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

Cl 09 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

C18 

1-164-227-11 

CERAMIC CHIP 

0.022UF 

10% 

25V 







C19 

1-164-227-11 

CERAMIC CHIP 

0.022UF 

10% 

25V 

Clio 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 







C115 

1-162-966-11 

CERAMIC CHIP 

0.0022UF 

10% 

50V 

C21 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 







C22 

1-162-962-11 

CERAMIC CHIP 

470PF 

10% 

50V 



< CONNECTOR > 




C23 

1-162-967-11 

CERAMIC CHIP 

0.0033UF 

10% 

50V 







C24 

1-162-962-11 

CERAMIC CHIP 

470PF 

10% 

50V 

CN1 

1-794-153-21 

CONNECTOR, FPC (ZIF)16P 



C25 

1-162-967-11 

CERAMIC CHIP 

0.0033UF 

10% 

50V 

CN2 

1-817-275-21 

CONNECTOR, BOARD TO BOARD 28P 


C26 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 



< JUMPER RESISTOR > 



C27 

1-126-208-21 

ELECT CHIP 

47uF 

20% 

4V 







C28 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

FBI 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

C29 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 

FB2 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

C30 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

FB5 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

C32 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 



< IC> 




C33 

1-164-156-11 

CERAMIC CHIP 

O.luF 


25V 







C34 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

IC1 

6-705-366-01 

1C LA6560-TE-L-E 



C35 

1-107-826-11 

CERAMIC CHIP 

O.luF 

10% 

16V 

103 

8-753-216-86 

1C CXD3059BR 




C36 

1-162-970-11 

CERAMIC CHIP 

0.01 uF 

10% 

25V 

IC4 

6-804-028-01 

1C MB90487PFV-G-105-BNDE1 








IC7 

6-705-364-01 

1C R1114N151D-TR-FA 



C37 

1-164-677-11 

CERAMIC CHIP 

0.033UF 

10% 

16V 

ICS 

6-705-365-01 

1C TC94A34FG-002 
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CDC-R504MP/X504MP 


SERVO 


Ref. No. 

Part No. 

Descriotion 



Remark 

Ref. No. 

Part No. 

Descriotion 



Remark 



< TRANSISTOR > 



R60 

1-218-990-11 

SHCRTCHIP 

0 









R61 

1-218-985-11 

RES-CHIP 

470K 

5% 

1/16W 

Q1 

8-729-904-87 

TRANSISTOR 

2SB1197K-R 



R62 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

Q2 

8-729-928-90 

TRANSISTOR 

DTC114EE 



R64 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

Q3 

8-729-904-87 

TRANSISTOR 

2SB1197K-R 



R65 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

Q5 

8-729-904-87 

TRANSISTOR 

2SB1197K-R 









Q6 

8-729-928-90 

TRANSISTOR 

DTC114EE 



R67 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 







R68 

1-218-990-11 

SHCRTCHIP 

0 





< RESISTOR > 




R69 

1-218-973-11 

RES-CHIP 

47K 

5% 

1/16W 







R70 

1-218-945-11 

RES-CHIP 

220 

5% 

1/16W 

R1 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R71 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R2 

1-218-971-11 

RES-CHIP 

33K 

5% 

1/16W 







R3 

1-218-971-11 

RES-CHIP 

33K 

5% 

1/16W 

R72 

1-218-990-11 

SHCRTCHIP 

0 



R4 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R73 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R5 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R74 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 







R76 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R6 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R77 

1-218-990-11 

SHCRTCHIP 

0 



R7 

1-208-635-11 

RES-CHIP 

10 

5% 

1/16W 







R8 

1-218-971-11 

RES-CHIP 

33K 

5% 

1/16W 

R78 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R9 

1-218-971-11 

RES-CHIP 

33K 

5% 

1/16W 

R79 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

RIO 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R80 

1-218-977-11 

RES-CHIP 

100K 

5% 

1/16W 







R81 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R11 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R85 

1-218-973-11 

RES-CHIP 

47K 

5% 

1/16W 

R12 

1-208-635-11 

RES-CHIP 

10 

5% 

1/16W 







R13 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R86 

1-218-973-11 

RES-CHIP 

47K 

5% 

1/16W 

R14 

1-218-990-11 

SHORT CHIP 

0 



R87 

1-218-973-11 

RES-CHIP 

47K 

5% 

1/16W 

R15 

1-218-990-11 

SHORT CHIP 

0 



R91 

1-220-200-81 

RES-CHIP 

30K 

5% 

1/16W 







R92 

1-218-971-11 

RES-CHIP 

33K 

5% 

1/16W 

R16 

1-218-990-11 

SHORT CHIP 

0 



R97 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R17 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 







R18 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R98 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R19 

1-218-969-11 

RES-CHIP 

22K 

5% 

1/16W 

R99 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R20 

1-218-969-11 

RES-CHIP 

22K 

5% 

1/16W 

R101 

1-218-969-11 

RES-CHIP 

22K 

5% 

1/16W 







R106 

1-218-969-11 

RES-CHIP 

22K 

5% 

1/16W 

R21 

1-218-990-11 

SHORT CHIP 

0 



R107 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R22 

1-218-967-11 

RES-CHIP 

15K 

5% 

1/16W 







R23 

1-218-967-11 

RES-CHIP 

15K 

5% 

1/16W 

R108 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R24 

1-218-953-11 

RES-CHIP 

IK 

5% 

1/16W 

R109 

1-218-953-11 

RES-CHIP 

IK 

5% 

1/16W 

R25 

1-218-953-11 

RES-CHIP 

IK 

5% 

1/16W 

R110 

1-218-945-11 

RES-CHIP 

220 

5% 

1/16W 







R111 

1-218-990-11 

SHCRTCHIP 

0 



R26 

1-218-981-11 

RES-CHIP 

220K 

5% 

1/16W 

R114 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R27 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 







R28 

1-218-990-11 

SHORT CHIP 

0 



R115 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R29 

1-218-977-11 

RES-CHIP 

100K 

5% 

1/16W 

R116 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R37 

1-218-947-11 

RES-CHIP 

330 

5% 

1/16W 

R117 

1-218-990-11 

SHCRTCHIP 

0 









R119 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R38 

1-218-967-11 

RES-CHIP 

15K 

5% 

1/16W 

R122 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R39 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 







R40 

1-218-990-11 

SHORT CHIP 

0 



R123 

1-218-990-11 

SHCRTCHIP 

0 



R41 

1-218-985-11 

RES-CHIP 

470K 

5% 

1/16W 

R124 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R42 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R126 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 







R127 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R43 

1-218-977-11 

RES-CHIP 

100K 

5% 

1/16W 

R128 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R44 

1-218-957-11 

RES-CHIP 

2.2K 

5% 

1/16W 







R45 

1-218-971-11 

RES-CHIP 

33K 

5% 

1/16W 

R129 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R46 

1-218-957-11 

RES-CHIP 

2.2K 

5% 

1/16W 

R133 

1-216-864-11 

METAL CHIP 

0 

5% 

1/10W 

R47 

1-218-977-11 

RES-CHIP 

100K 

5% 

1/16W 

R136 

1-218-977-11 

RES-CHIP 

100K 

5% 

1/16W 







R139 

1-218-957-11 

RES-CHIP 

2.2K 

5% 

1/16W 

R48 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R140 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R49 

1-218-953-11 

RES-CHIP 

IK 

5% 

1/16W 







R50 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R141 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R52 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R142 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R53 

1-218-959-11 

RES-CHIP 

3.3K 

5% 

1/16W 

R143 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 







R144 

1-218-965-11 

RES-CHIP 

10K 

5% 

1/16W 

R54 

1-218-961-11 

RES-CHIP 

4.7K 

5% 

1/16W 

R145 

1-218-977-11 

RES-CHIP 

100K 

5% 

1/16W 

R55 

1-218-953-11 

RES-CHIP 

IK 

5% 

1/16W 







R56 

1-218-973-11 

RES-CHIP 

47K 

5% 

1/16W 

R146 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R57 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R147 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R59 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 

R148 

1-218-941-81 

RES-CHIP 

100 

5% 

1/16W 
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CDC-R504MP/X504MP 


SERVO 


Ref. No. 

Part No. 

Descrlotion 

Remark 

Ref. No. 

Part No. 

Descrlotion Remark 

R149 

1-218-941-81 

RES-CHIP 100 5% 

1/16W 


PARTS FOR INSTALLATION AND CONNECTIONS 









< SWITCH > 


301 

X-3382-647-1 

FRAME ASSY, FITTING 

SW1 

1-529-565-61 

SWITCH, PUSH (1 KEY) (DOWN) 


302 

X-3382-926-1 

SCREW ASSY (BS), FIHING (AERUK) 





303 

3-349-410-11 

BUSHING (AERUK) 



< VIBRATOR > 


304 

3-934-325-01 

SCREW, +K (5X8) TAPRING (US,CND) 





305 

3-262-387-11 

COLLAR 

XI 

1-795-561-21 

VIBRATOR, CERAMIC (16.9344MHz) 





X2 

1-795-822-21 

VIBRATOR, CERAMIC (18.43MHz) 


306 

1-465-459-31 

ADAPTOR, ANTENNA (AERUK) 

************************************************************* 

307 

3-246-471-01 

KEY (FRAME) 





308 

1-776-527-61 

CORD (WITH CONNECTOR) (ISO) (ROWER) 



MISCELLANEOUS 




(AERUK) 



*************** 


309 

1-776-206-21 

CORD (WITH CONNECTOR) (POWER) (US,CND) 


7 

1-776-206-21 

7 

1-776-527-61 

153 

8-820-207-02 

154 

A-3372-448-A 

FU601 

1-532-877-11 

M902 

A-3372-447-A 

M903 

A-3372-443-A 

SW4 

1-571-099-11 


(AERUK) 


ACCESSORIES 

1 -476-526-51 REMOTE COMMANDER (RM-Z304) 
3-230-047-01 LID, BATTERY CASE (for RM-Z304) 

3-263-359-11 MANUAL, INSTRUCTION, FITTING (ENGLISH, 

FRENCH,SPANISH) (US,CND) 

3-263-363-11 MANUAL, INSTRUCTION, FITTING (ENGLISH, 
GERMAN,FRENCH,ITALIAN,DUTCH) 
(AERUK) 

3-263-363-21 MANUAL, INSTRUCTION, FITTING (SPANISH, 
POLISH,CZECH,HUNGARIAN,RUSSIAN) 
(AERUK) 


301 

302 



I 

303 i 


' ^ 

I 

I 

I 

304 

305 

306 




307 

308 

309 





3-263-367-11 MANUAL, INSTRUCTION (ENGLISH,FRENCH, 

SPANISH) (US,CND) 

3-263-369-11 MANUAL, INSTRUCTION (ENGLISH,GERMAN, 
FRENCH,ITALIAN,DUTCH,SPANISH, 
POLISH,CZECH,HUNGARIAN,RUSSIAN) 
(X504MP:AEP,UK) 

3-263-370-11 MANUAL, INSTRUCTION (ENGLISH,GERMAN, 
FRENCH,ITALIAN,DUTCH,SPANISH, 
POLISH,CZECH,HUNGARIAN,RUSSIAN) 
(R504MP) 


X-3384-688-1 CASE ASSY (for FRONT PANEL) 
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The components identified by 
mark A or dotted line with mark 
A are critical for safety. 

Replace only with part number 
specified. 


Les composants identifies par une 
marque A sont critiques pour 
la securite. 

Ne les remplacer que par une piece 
portant le numero specific. 








CDC-R504MP/X504MP 


MEMO 
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